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A typical example of B. F. Goodrich product development 


I’ the early days of Koroseal, many 
hospitals made the mistake of order 


ch of this sheeting as they 


as mt 
1 of 


KNOW 


in 


wou the ordinary kind. They 


lidn't and we didn’t either 
that Koroseal sheeting would |: sO 


The 


1as Deen ke pt 


actually for a bed 
Koroseal s 
in storage by some hospitals as long as 
good 


1. 


} 
iong, 
result 
is today in 


> years and just as 


condition as the day it was receive 
Koroseal sheeting can be autoclaved 
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Vol January 1949 


because it withstands repeated steam 
sterilizations at Fahren- 


heit without cracking or sticking or 


250 degrees 


becoming tacky 
Ir is not affected by mineral acids 
or alkalies, resists gasoline, methyl and 


ethyl alcohol and ether, can be washed 
with common soap 

It is cooler, dat not discolor hed 
sheet 


and provides greater 


patient 
comfort because of its ability to con- 


form to body contours. Koroseal 


sheeting, without fabric, is now avail- 
able in 36, 45 and 54 inch 
Fabric supported Koroseal sheeting 
is available in all widths. Keroseal film 


widths. 


is also available. Sold through hospital 
supply houses and surgical dealers. 
The B. F. Goodrich Company, Sundrie 

Akron Ohio. ‘ 
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B.E Goodrich 
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VICIOUS 


triangle 


for bacteria 


// en hlood levels ‘i prolo ged 
therapeutic effect... characterize “Duracillin. 
In Oi (Crystalline Procaine Penicillin—G in Oil. 
Lilly). To overwhelm int ading bacteria, effective per icillin blood levels 
must be maintained around the clock. ‘Duracillin, In Oilo is more thar 
ade quate to do the job, An injection of 1 ce. (300.000 units) of “Duracillin. In Oil? 
assures, for at least twenty-four hours, blood concentrations of penicillin 
that are sufficient to subdue most of the virulent per llin-susceptible 
OTZantsMms, Re peating the l-ce. dose at twenty-four hour inte reals is all 
that is required to keep most invading pathogens “on the run.” ‘Duracillin, In Oil.” 


should he used only under the lirection ofa phvsician, 
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Alfred E. Maffly is administrator of Herrick 
Memorial Hospital and executive director of the 
Herrick School of Hospital Arts at Berkeley, 
Calit. Following graduation trom the University 
ot California in 1921, he had ten years’ expert 
ence in business as an office manager and ac 
counting systems expert, then entered teaching 
and school administration. In 1933, Mr. Maffly 
became administrator of the Berkeley Hospital, A. E. Maffly 
which under his direction was changed into a nonprofit corporation 
and renamed Herrick Memorial to honor Dr. Francis L. Herrick, 
who founded the hospital in 1904. Last year, Mr. Matily coordinated 
educational programs for nurses and technicians into the Herrick 
School of Hospital Arts. Soon to be added are courses tor medical 
record librarians, psychiatric nurses and trained attendants, Mr. 
Maffly is past president of the East Bay Hospital Conterence and a 
trustee of the Association of California Hospitals. He acted as con 
sultant tor the hospital addition descr bed in his article 


1 has also been consultant on other projects 


Melvin H. Dunn 1s assist 
nt superintendent of St 
Luke's Hosptal, Kansas 
City Mo., where he has 


vorked continuously since 


raduation trom high 


school sixteen years 
‘© 


M.A Sayre R.N 


with the « ception of tour 
vears in the navy during M. H. Dunn 
| the war, unn was chief x-ray technician at 
th he spital has been ) ¢ member ol loc il, state and rc 
aT nal hosp sociat ons M. Alicia Sayre Is director ot nurses 
at St. Luke's } 1 raduate of the Wesley Hospita School at 
Wichita, Kan and h a master’s degt ! n Teacher's College, 
Colur 
pears ol 
Herbert M. Krauss idministrator ot Bur 
| Protestant Hospital, Burlington, lowa, 
learned hospital procedures the hard 
way s a patient in eight different army hos 
pitals tor eighteen months, recet ny care 
battle injuries sustained as an infantry captain 
in the Normandy invasion. Mr. Krauss polished 
his education with a master’s degree in 
F inistration at the University ot H. M. Krauss 
ind an administrative internship with the Kellogg Founda 
Michigan. His article about administrative internships 1 


il appears on page v 


mall hospit 


Dr. Walter E. Barton has been superintendent 
ot Boston State Hospital since 1945 and spent 
seventeen years as a psychiatrist in the state 
hospital system iN aggregate of experience 


vhich qualifies him to speak with authority on 


the physician shortage hospitals (see 


+). During the war, Barton was a 

lieutenant colonel in the army medical corps, 
ing as deputy director of the reconditioning W. E. Barton, M.D. 
division and organizer of the rehabilitation service for the blind and 
deatened ble wa consultant to the Veterans Admiunistr wWion IM Psy 


hiatrv and ox i therapy 
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Time Saved 


Every Baxter expendable administration set thatis used 
means cleaning time saved Sterilization time saved 

and assembling time saved, because Baxter expendable 

sets are ready to use_-clean, sterile, non-pyrogenic. There are 
Baxter expendable sets for solution administration, for 

blood collection and blood and plasma administration 

An adequate stock of expendable sets plus Baxter 

solutions insures that the hospital is ready for any 

emergency. A request on your hospital stationery will 


schedule a demonstration of all Baxter expendable sets. 


Manufactured by 


BAXTER Laboratories 


Morton Grove, Illinois Acton, Ontario 


Produced and distributed in the eleven western 
states by DON BAXTER, Inc., Glendale, California 
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_ Reader Opinion 


Reasonable Training nd the enure problem of human rela 
Sirs ind rsonnel management is an 


research matter of genu 


Donald C. Edmonds 


have been dis 
the phrase re. 
this phrase 
as used in my 
lid imply that 
not a prerequisite 
performance, and | should 
Is Posicor 
reasonable 


testing 


never conducte 
job analysis The two 
ecessary to the personnel 


there is no necessary 


EMERGENCY ELECTRICITY 


for all essential hospital services 


break in elect ] vice, run for the 5 = 
duration of tk mergency, stop auto Ps 


atically when r lar power is re Elevators 
stored. Require little maintenance be Werd lights 


unning periods. Shipped con e 
sf 


e, ready to install and operat 





Heating system Operating lights 


ONAN Electric Plants are available in 
many models and sizes: A.C_—350 to 
35,000 wotts. D.C.—600 to 15,000 
wotts. Bottery Chorgers— 500 to 6,000 


worts 


D. W. ONAN & SONS INC. 


3815 Royaiston Ave.. Minneapolis 5, Minn 


Write for folder 


ONAN STANDBY POWER 


interrelationship between them One 
can construct, administer, evaluate and 
select. a test for stenographic ability 
without ever having performed a job 
analysis—as a matter of fact, this is 
isually the case A bachelor’s degree 
in personnel or psychology has no 
necessary value. Many of these degrees, 
nd more advanced ones, are granted 
ifter only one or two Courses in testing 
have been taken Unless the major 
tield has been testing per se, many a 
Ph.D. in’ psychology is totally unpre 
pared to handle the employment test 
ing function 

The attitude expressed by this reader 
is a common one, z¢. that a degree is 
equivalent to professional standing and 
competence. We have all seen ineftec 
tual administrators who hold the most 
mpressive degrees: and, conversely, 
highly ethcient, professional men who 
have never been able to type “Ph.D 
it the end of their signature. In the 
tace of the fact which the reader states 
that there are all too few professional 
people working in the field of personnel 
management, we cannot afford to main 
tain arbitrary and often inapplicable 
standards 

I concur most heartily with the state 
ment that the field of human relations 
nd personnel management is a maiter 


fe; accordingly, I can 


of great Magnituc 
not agree with naive and prejudiced 
selection technics in the placing of 
personnel workers. In this field, as in 
any other, we would do well to hire a 
man for what he is able to do, rather 
than for what titles happen to impress 


S 


D. H. Radler 


des Ave vi / Drase ad 
FAINTING j idl a4 caption 


e text.—ED 


New Approach Needed 
Sirs 
In your hospital planning round 
able (March 1948) the architect says 
Down in my section of the country 
have occasion to meet with pre 
ppointed boards of trustees for pro 
jected hospitals, particularly now that 
this hospital law is under way, and in 
variably the men that represent the 
projected hospital are unintormed on 


ny phase of hospital management or 
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-:.BUT SO STRONG... 


Thin but strong is the metallic suture. Thin but strong are the gloves this surgeon wears. 
A special additive—exclusive with SEAMLESS—imparts exceptional strength to the 
rubber. Such strength makes possible the extreme thinness so essential at the finger tips. 
Carefully dipped on anatomically correct forms, these gloves fit well and flex easily. The 


surgeon’s hands are “free” to work rapidly ... And SEAMLESS 


Gloves “stay new” after repeated sterilization. That means true economy! AMLITT i 
Qe 
THREE TYPES: Brown Milled (banded)— White Latex — Brown Lotex =— aaaae 


wi Wi 
IMAL, 


January 1949 














ot 


know IS 


planning, or any other the 


field. About all 


that they are eligible to build a 


aspect 
hospital they 
hos 
ital under the terms of some law, and 
that they can get some money to help 


build 


ire important enough to represent the 


them a hospital, and that they 
community in an effort to get the hos- 
pital The 


minds is the employment of an archi 


built first step in their 
rect in the construction of a building 
To 
project 


What 


ing citizen 


them its just another building 


commentary on today's “lead 


chnicians can 


barrels and 


el 


There is a tendency to identify the 
with the 
ing citizen. The comments of Maj. Gen 
Philip B. Fleming, F.W.A administra 


and Civic Annual 


successful businessman lead 


tor, (Amer. Planning 


1947, American Planning and Civic 


Association) are interesting 
Businessmen are inveterate plan 
ners. The manufacturer plans an un 
interrupted supply of raw materials. He 
plans his labor supply. He plans his 
production line. He plans with as much 
forethought as possible his sales and 
campaign He 


to chance, knowing 


advertising leaves as 


little as possible 


n 


THE BISHOP SEMPRA” SYRINGE 


A “MATCHLESS” COMBINATION—BISHOP “SEMPRA” SYRINGES 
AND BISHOP “BLUE LABEL” HYPODERMIC NEEDLES 


S- Sitio & E, uiyplliy 


PLATINUM WORKS, MALVERN, PA. 


1ENCE AND 


INDUSTRY 


that failure to exercise forethought may 
spell the ditterence between success and 
bankruptcy 

Because we are such confirmed plan 
ners in our private affairs, it is remark 
able that until recently we have been 
so indifferent to planning our common 
affairs. We allowed our cities to grow 
up haphazardly and now find that it 
will cost us untold millions of dollars 
to make them over into decent and 
healthful places in which to live. 

Planning that affects the whole com 
4 f 


hospitais a 


demo 
ot 
adminis 


be 
majority 


should 
For 


physicians, 


munity course, 
cratic 
nurses, hospital 


trators labor union representatives 
would probably make better boards of 
ot 


would probably be satisfactory in the 


trustees. A majority businessmen 
planning of mortuaries. Corpses in mor 
tuaries are merchandise; sick people in 
hospitals are not 

Then your editorial comments (Sep 
on Frank Lloyd Wright's 
views on architectural specialization 


Mr 


Wrights work postulates, no architect 


tember 1948 


In the moral world that 


would undertake to plan a_ hospital 


without first investigating every aspect 
of the problem that a hospital presents, 
or without sharing his responsibility 
and associating himself with a consult 


In 


such a world, specialization would have 


ant prepared to offer this service 


10 particular purpose in architecture 
and a roster of approved hospital archi- 
and 
Mr 
In the world 
like 


and 


indeed be a_ hateful 


yoke 


Wright conceives it now 


tects would 


unnecessary on Creativity, as 


hos 


edi 


as it 1s architects, 


however 


, 
pital administrators, trustees 


tors, are human beings, and human be 


ings are often immoral, loving neither 


God 
knowing not 


another, 


little 


nor one or 


ignorant, 


how they know 


I am aware of a tragedy: that in 


evitably most hospitals for this and the 

ot 
be built under the best possible circum 
Yet | 


thorough disgust 


next tion Americans will not 


genera 


stances cannot share your 


with humanity and 


ettorts with 
The MODERN Hosp!tat help much to 


Mr 


do believe that your noble 


bring closer “the moral world that 
Wright's work postulates 

Your editorial goes on saying 
In the world as it is, specialization and 


Appendix A, 
frailty 


pproval rosters, and are 


safeguards against human 

With this, excepting the reference to 
Appendix A, I should like to take issue 
because it is, in my opinion, an illusion 


There 
the public's part, and through no fault 


is a lack of understanding on 
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oe Pl Kare 
ie + eR Fra, 
Pe 2 , 
re 


FOOT SECTION wow Ae cud controled 


...crank operated from 
either side of Table 


Greater posturing latitude, oper- 
ating precision and time-saving 
conveniences afforded by the new 


MODEL 400-B. 


MACEACHERN 
OBSTETRICAL 
An alternate to Model 400-B illustrated above, which fea- 


>| 
tures a pedestal base with hydraulic lift, is now also avail- | 
able as MODEL 500. y f A B L E 


A NEW INNNOVATION MEETS THE LEG-HOLDING 
PROBLEM-—one master control, by a unique universal type Note simplicity and practica- 
socket, provides for the first time on any surgical or obstetrical g apie at Comes Sas 
. ’ ; se ; Foot Rests which absorb pres- 
table INWARD as well as outward lateral adjustment of the : 7 sure on soles of feet rather 
leg-holder post. Tae . than delicate vessels under 
This engineering achievement . . . the development of an ; mean 
entirely new type of universal joint . . . positions the leg in 
every known obstetrical posture from Lithotomy to Walcher, 
regardless of how tall or how short a patient may be. Equally 
important, patients are thus positioned in absolute fixation. 
LEG-HOLDING IS NOW ATTAINED BY THE FASTEST, 
SIMPLEST AND MOST PRECISE METHOD KNOWN, 
CRANK-OPERATED FOOT SECTION is now con- 
trolled on MacEachern 400-B Tables by anesthetist or nurse 
from either side of Head-End of Table. Foot-section can be 
partially or fully recessed, or extended as required, without 
interruption to the obstetrician. The Foot-section, functioning ™ 
as a “Utility Shelf,” is promptly revealed to receive the infant Observe inward and 
or serve as an instrument tray in the closing of episiotomy or ee es 
cther repair work. THIS SUPERIOR TABLE FEATURES 9" model (pheto 


HEAD-END CONTROL THROUGHOUT. above) and 6' medel 
(photo at right), 


WRITE TODAY for complete information 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


A gerreperre AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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HARD 
ON DIRT 
BUT 
OH, SO SAFE 
TO THE HANDS 


At last! Safety and thorough 
cleaning action—combined in 
the newly-developed Oakite 
Composition No. 83. Pleas- 
antly mild to the skin, but 
highly detergent, Oakite 
Composition No. 83 is an ex- 
ceptional material for wash- 
ing dishes by hand in soft, 
medium or hard water. Used 
at recommended solution 
strength. 


OAKITE 
COMPOSITION 
NO. 83 


emoves vegetable 


then rinses 


quickly 
and animal fats; 
freely, leaving no film or 
spots on dishes, glasses and 
silverware Specify Oakite 
Composition No. 83 today 


FREE 
KITCHEN TESTS 


Your nearby Oakite Techni- 
cal Service Representative 
will gladly make tests in 
your kitchen to help you get 
the most out of your dish- 
washing equipment and de- 
tergent. He has the know- 
how to solve any cleaning or 
descaling problems that may 
arise. Call him 

OAKITE PROUUCTS, INC 

18A Thames Street, NEW YORK 6. N17 


haw al Representatives in F spal Cones of U.S & Canada 


Specialized Industrial Cleaning 
MATERIALS © METHOOS © SERVICE 





the public, of peculiar situation 


exists in our time in the archi 

ural profession Ir is a situation 
hat has no parallel in the medical or 
ny of the other professions. Yet it is 
very important that this situation be 
understood by all who are about oO 
invest in building 

Aw known New York architect 
vs, in a book of his, something to 
the etfect that whenever he meets new 
disclose his protes 


sion, | ; he is a modern architect 


people and hi 0 


He feels the necessity of such quality 


if 


De gustibus non est disputandum 


wever, the toregoing does point up 


fact and that ts revolution has 


been going on through the past tew 


ades in the approach irchirec 


tural planning and design, in the learn 
ng and teaching of it in the schools 
in practicing it This revolution, 


inspired by American technical achieve 


ments and the work of such Americans 


j 


s Sullivan, has mainly cccurred in 


Europe. Its results are being adapted 


rh 


in this country Today it ts history 


both in Europe and in our country, 
South America, too, that the generation 
of architects that still has to fight for 
had to 


demand in_ the 


ts share of work pioneer as 


students schools of 


irchitecture the reaching of architec 

tural planning and design as a product 

t political economical and sociolog 
I 


cal functional technological and 


esthetic research and analysis 

There still is, however, today a large 
segment of well entrenched practicing 
irchitects, which has ignored, worse 
yet, decried this change 

This is the reason why I fully agree 
with Frank Lloyd Wright 
of Sullivan, when he is doubtful of 


specialists with long experience and 


a disciple 


pproval rosters that tend to favor 
them 

The progressive architect does not 
to consider himself a specialist 


because he will not attempt to do 


irchitectural planning without _ first 
doing a prodigious amount of research 
regardless of whether it is the first, sec 
ond, third or nth job of its kind he has 
Thorough 


technology and en 


ic levelk P knowledge ot 
building mater 
yvineering owledge of the great va 
| systems are not exclu 
lization. Rather, the 


general tunctions and ac 


As tor 
cepted procedures there is ample 
printed information available today for 


ilmost any type of building. It is 


rather the “differences’ that require the 
prodigious amount of research and the 
cooperation of some consultants 

Structural design, heating, ventilat 
ing and air-conditioning design, design 
of electrical wiring and equipment are 
all part today of an architect's training, 
yet he will share responsibility and avail 
himself of the cooperation of consult 
ants in all these fields. I doubt that 
this progressive set of architects will 
ever think of trying to create a hos 
pital without consultation on medical 
nursing and hospitalization matters 

There is one thing only they will 
be reconciled with: what so often had 
to be done in schooldays is still to be 
done in professional practice, that is 
to make all concerned understand that 
a new approach to planning ts a vital 
necessity 

Frank | 


Ehrenthal 


San Francise 


Sorry! 
Sirs 
You can imagine my surprise in read 
ing the November edition of your 
magazine when I read that I had been 
named superintendent of the Southeast 
Texas Baptist Hospiral. Yes, it was a 
surprise to read this since just last 
month I observed my second anniversary 
with this project; having come here 
Sept. 15, 1946, from the City & Country 
Hospital of Gulfport. Miss. It will be 
greatly appreciated if you will make 
this correction in the next edition of the 
magazine 
). Fielden Jr 
Beaumonr, Tex 
checking an picked uf 


Good Old Days? 
Surs 
Here is something I came across re 
centiy that may interest your readers- 
from a paper describing the Hotel 
Dieu of Paris in 1788 =" 
In the obstetrical 
were placed four to six in a bed, those 


wards, patients 


about to be confined. those recently de 
livered, those in the second week, those 
who are sick and those who are not 
communicating their ills to one an 
crow led 


other, greatly 


The mortality was from 20 


25 per cent. Maternal mortality fol 
lowing delivery was one death in every 
child out of 


fifteen cases, and one 


every thirteen was stillborn. Infant 


mortality was appalling 
Milton Dixon 


Chicago 
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protection for the infant 


| SHIELDED BASSINETS WITH INDIVIDUAL DRESSING TABLES PROVIDE 
—— > SAFEGUARDS AGAINST AIR-BORNE BACTERIA AND CROSS -INFECTION 


IN guarding against infection of the new- 
born, hospitals are increasingly concerned 
with obtaining the latest and best type of 
equipment for nursery use. Blickman-Built 
Combination Bassinets and Dressing Tables 
are designed to assure safe nursery technics. 
Basic features of construction provide the fol- 
lowing safeguards: 


1. CUBICLE-TY PE DESIGN with safety glass 
panels on three sides protects against air- 
borne bacterial infection and impetigo. 


2. INDIVIDUAL DRESSING TABLE assures 
asepsis, minimizes danger of contamination 
and epidemic diarrhea. 


Other models of Blickman-Built Bassinets and 
Dressing Tables are available for specific hospital 
requirements. Write for further information 


Above: BERGMAN Glass-Sided BASSINET and 
DRESSING TABLE. One gloss side lowers to pro 
vide eosy access to infant. Dressing table pulls out 
from norrow side. Drawer holds required utensils in 
removable tray. Storage compartment below with 
disappeoring-type door, Entire unit made of fin 
est enomeled steel or stainless steel in welded, 
crevice-free construction. 








Right: MERCY Glass-Sided BASSINET and 
CLOSED VIEW showing DRESSING TABLE. Sofety glass shields on three 
compact, space-soving sides. Dressing table slides out. Specially-designed 
design Dressing table quarter-circle drawer swings out, holds necessary 
slides out fo provide in utensils. Large storoge compartment below for 
dividuel work spoce sterile linen and other supplies; hos disappearing 
type door. Unit available in enameled steel or 
stainless steel 


ROOMING-IN TECHNIC — Because of their mobility, the 
Bergman and Mercy models illustrated are highly recon 
mended to hospitals using the Rooming-In method. The 
safety glass sides afford protection against air currents 
when bassinets are wheeled from adjacent nursery to 
mother’s bedside. These units give cubicle protection to 
the infant while in the mother’s roon 





INQUIRIES INVITED regarding your equipment problems. Room 
lay-outs, specifications and prices furnished without obligation on 
your port. Send for illustrated catalogs describing complete Con 
queror Line’’ of Hospito! Equipment 


li * 

4 iC mdan- Ul t WHEN CLOSED, the Mercy model pro 
vides a compact unit for cubicle use 

; Hospital Equipment — 


S. Blickman, Inc., 1501 Gregory Ave., Weehawken, N. J 


|, January 1949 





OUTSTANDING PERFORMANCE! 
REMARKABLE DURABILITY! 


THREE-PHASE THERAPLATE 
Boon type Te) table tor 1 


coverude Iperates r A 


heraplate projects one of the longest and most penetrating infra- 
PORTABLE 


red rays that have yet been produced. The secret of this unusually THERAPLATE 
long ray is an aluminum element fused into tempered glass by a 


patented process. Your patients are insured absolute safety by the 


insulation afforded in the glass. Exposure to Theraplate rays may 
THERAPLATE OVEN 


vable n 


effects. No need for eye-protecting goggles. Surface blistering and complete enclosure 


ry. Oper 
burning rays have been eliminated. The TEMPERED GLASS used 


be made for an indefinite period of time without harmful or injurious 


in Theraplate is a special development made to endure dropping or 
rough contact with other objects, without cracking or breaking. 
Theraplate offers a lifetime of use without necessity of repair 


or parts replacement. Theraplate is underwriter approved. 


ing used in such well-known hospitals as — Polyclinic, New York; 


Walter Reed, Washington, D. C.; Hahnemann, Philadelphia 


INFRA-APPLIANCES CORP. 
For further 154 Nassau Street, New York 7, N. Y. 


THERAPLATE Please send me complete information on Theraplate. 


information 
Nome 


All TODAY! im 


City 
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BY PROFESSIONAL REQUEST... 
the new 


dughes 
package 


With physicians and surgeons suggesting various 
sizes, for their own convenience, of this uniquely 
effective dressing as Cover, Pack, and Drain for 
wounds and burns, Baybank is pleased to announce 
a further development—the Duplex Package! 
This new package contains two 3” x 18” ‘Vaseline’ 
Sterile Petrolatum Gauze Dressings, each a fine- 
meshed, sterile, absorbent gauze strip uniformly 
saturated with sterile white petroleum jelly U.S.P., 
accordion-folded, and heat-sealed in its own 
compartment of a compact “Siamese twin” 
aluminum-foil envelope. In the Duplex Package, 
Dressings are identical in every respect, except 
length, with Dressings in the Individual Package. 
Dependably sterile... easily stored... Baybank 
Dressings are always ready for either routine or 
emergency use in hospital, home, factory, 
doctor’s office, ambulance, or at site of accident. 
Both packages available through Surgical and 
Hospital Supply Dealers. 
BAYBANK PHARMACEUTICALS, INC. 


Division of Chesebrough Mfg. Co. Cons’d 
17 STATE STREET, NEW YORK 4, N.Y. 


Vaseline 


rRape- mane ® 


Sterile Petrolatum Gauze 


Dressing 








7 

Pratlem - «+ A large building program at St. Mary’s 
Hospital made increased laundering capacity a necessity. 
The question: How to provide an adequate flow of clean 
linens at minimum cost? 


Solutiou - « » Our Laundry Advisor was called in for 


consultation. He carefully surveyed the hospital’s launder- 
ing requirements, submitted his recommendations and pre- 
pared a layout for an efficient, new laundry department. 
Hospital then installed the latest, labor-saving and cost- 
reducing equipment, shown on these pages. 


Z Oy 
4 j ° 
i Coauid... Linens laundered sterile-clean and returned 


to service on much shorter schedule than before. Uninter- 
rupted flow of clean linens is more than adequate to satisfy 
increased requirements. Quality of laundering improved. 
Laundering costs reduced 20 to 30%. 


Hospitals, /arge or small, are invited to 
discuss their laundry problems with our 
Laundry Advisor. There is no obligation. 


WRITE TODAY. 





Your hospital will benefit by selecting from American’s complete line of 
the most advanced and productive hospital laundry equipment. 
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er TEI 





Modernized Laundry Department at 900-Bed 
St. Mary’s Hospital, Rochester, Minn. 


In modernized laundry of St. Mary's 
Hospital, two MAMMOTH CASCADE, 
one CHAMPION CASCADE Washers 
with Companion Washing Controls, 
automatically wash huge loads in 
strict accordance with tested formula. 


Loaded Containers are lifted by electric hoist, conveyed by 
overhead rail and lowered into NOTRUX Extractor. After 
extraction, Containers are lifted out the same labor-saving 
way, and conveyed along overhead rail to succeeciing de- 
partments. 





ee NY 


\\\ WAAAAAVOsen”s 
ned AARARN 


Saving labor of two operators, this TRU- 
MATIC Folder automaticaliy folds large 
flat pieces twice lengthwise as they come 
from 8-Roll SYLON Flatwork lroner. Second 
SYLON Ironer, right, irons small pieces. 


Large loads of towels and other items 
not ironed, are quickly fluff-dried in this 
HIGH-SPEED Tumbler. 


MACHINERY CO. cincinnati 12, OHIO 
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FLEX-STRAW 


THE ALL-PURPOSE DISPOSABLE 
DRINKING TUBE with PATENTED, 
FLEXIBLE ANGLE... 


@ Sanitary — Disposable 
@ Bends to Any Angle 


Eliminates Sterilization and Breakage 
® 


* 

BENDS TO 

ANY ANGLE 

Saves Valuable Time at or POSITION 
J 


Current High Labor Costs : 


¢ 


Lessens Possibility of Spread 
of Communicable Diseases 


ESPECIALLY 
° . TREATED for 
Treatment in High Temperature — USE IN BOTH 


: : : HOT and 
Resistant Micro-Crystalline Peet 


Wax Prevents Disintegration 


in Hot Liquids. fo After many years of in- 
tensive research, the 
FLEX-STRAW is present- 
ed for hospital use. It 








assures maximum com- 
fort and efficiency for 
hospitalized and invalid 
patients, providing a 
PATENTS personalized, dispos- 


ALLOWED =e 
ond PEND able drinking tube for 





FLEX-STRAW CORP.—CLEVELAND 3, OHIO every need 


X.STRAW $5.00 net per thousand: § Discount on 
0,000 


DEPT. A 
FLEX-STRAW CORPORATION 
4300 Euclid Avenue 
CLEVELAND 3, OHIO, U.S.A. 
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INDEX TO ADVERTISEMENTS 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—26th Edition 


A 


Abbott Laboratories 


Advance Floor Machine Company (HPF). a 


Airkem, Inc. 

Air Transport Assn. for Air “Express Div. 
Railway Express 

Aloe Co., A. S. (HPF. 

Aluminum Cooking Utensil Co. (HPF) 

American Floor Surfacing Machine Co. 

American Gas Association 

American Hospital Supply Corp. (HPF 

American Laundry Machinery Co. (HP 

American Machine & Metals, Inc. — 

American Mat Corp. 

American Meat Institute 

American Sterilizer Company (HPF) 

Applegate Chemical Company (HP 

Armour Laboratories 

Armstrong Company, The Gordon (HPF) 

Armstrong Cork Company 


Bard-Parker Company, Inc. (HPF) 
Bassick Company . te 
Bauer & Black (HPF) 
Baxter Laboratories 
Baybank Pharmaceuticals, inc. (HPF). 
Becton, Dickinson & Company (HPF 
Bishop & Company, eo } 
Blakeslee & Company, 
Blickman, Inc., S. (HPF : 
Blodgett Company, Inc., G. S. (HPF) 
Brillo Manufacturing Co. 
Bristol Laboratorie 

Cc 
Cadillac Motor Car Division (HPF) 
Carbisulphoil Company . 
Carrom Industries, Inc. (HPF)... 
Castle Company, Wilmot (HPF) 
Ciba Pharmaceutical Products, Inc. (HPF) 
Classified Advertisements 
Clay-Adams Co.., Inc... 
Cleveland Range Company (HPF). 
Columbia Mills, Inc........ 
Columbian Products Co. 
Commercial Solvents Corporation {HPF} 
Continental Coffee Company...... 
Continental Hospital Service, Inc. (HPF) 
Corning Glass Works 
Crane Company (HPF) 
Crescent Surgical Sales Co., Inc. (HPF) 
Cutter Laboratories (HPF) 


Darnell Corporation, Ltd. (HPF) 
Deco-Plastics, Inc. 
Detroit-Michigan Stove Company 
Detroit Stee! Products Co. 
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Dewey & Almy Chemical Company 
Diack Controls (HPF) 
Dundee Mills, Inc. 


Eastman Kodak Company.. 
Edison Chemical Company 
Eichenlaubs 

Elgin Softener Corporation a 
Emerson Company, J. H. (HPF 
Ethicon Suture + Rene (LPF) 
Everest and Jennings (HPF). 
Everman Associates, Glenn O. 


F 


Fairchild Camera & Instrument Corp. ile 
Finnell System, Inc. (HPF) 

Flex-Straw Corporation “4 
Horist Telegraph Delivery International 
Frigidaire Division ... 

Fuller Brush Company (HPF). 


G 


Geerpres Wringer, Inc. 

General Electric Company. 

General Electric X-Ray Corporation (HPF) 
General Foods VT seer ane 

General Hospital Sup Service, Inc. (HPF) 
Gennett & Sons, Inc. (Hib) 

Gerson-Stewart Company 

Gomco ~— & a Corp. (HPF) 
Goodrich Co., B. 

Gudebrod “hoy Silk Co., Inc. (HPF) 


Hall & Sons, Frank A. (HPF) 

Haney and Associates, Charlies A. (HPF) 
Hard Manufacturing Co. (HPF)....... 
Hild Hoor Machine Co. HPF 
Hill-Rom Company (HPF 

Hi ee Sales Companies (HPF) 


Hotfmann-LaRoche, Inc. . 


Hollister Company, Franklin C. _ following page 
Hospita! Liquids, Inc..... Foe 
Huntington Laboratories, Inc. (HPF) 


Ile Electric Corporation (HPF) 

Infra-Appliances Corp. 

Inland Bed Company (HPF) 

International Minerals & Chemical Corporation..|02 
International Nickel Company, Inc. 


J 


Johnson & Johnson 
Jones Metal Products Co. (HPF) 
Just Manufacturing Go. (H F) 


a 











INDEX TO ADVERTISEMENTS — 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—26th Edition 


ite 


nNpa 
npany 
cl: 


HPF) 
r G. (HPF) 


: (HPF) 


tacing page 


Q 


Quicap Company (HPF) 


Randall Faichney Corporation 
Reid-Murdoch & Co. 
Remington Rand, Inc. 
Reynolds Tobacco Co., R. J 
Ritter Company, Inc. (HPF) 
Ross, Inc., Will 


S 


Schlage Lock Co 132 
Seamless Rubber Company (HPF) 7 
Seven Up Company 131 
Sexton & Company, John (HPF) following page 96 
Shampaine Company (HPF)... 150 
Sherron Metallic Corp. 32 
Simmons Company 20, 21 
Sklar Manufacturing Company, J. (HPF) 3rd cover 
Sloan Valve Company 4th cover 
Southern California Citrus Foods 100 
Spring-Air Company 2nd cover 
Squibb & Sons, E. R. 85 
Swartzbaugh Mfg. Co. (HPF) 209 


+ 


Toastmaster Products Div. of McGraw Electric Co. 
(HPF) 

Torrington Company 

Troy Laundry Machinery Division (HPF) 


U 


. Hoffman Machinery Corporation (HPF) 
. S. Industrial Chemicals, Inc. (HPF) 
9. Plywood Corporation (HPF) 
tollowing page |28 
. S. Quarry Tile Company (HPF) 


Ipjohn Company 
v 
(HPF) 


Ww 


Warner & Co., Inc., Wm. R 
Wilson Rubber Company 
Winthrop-Stearns, Inc. 
Wyandotte Chemicals Corporation (HPF) 
f 


acing page 


Y 
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OHIO CHEMICAL MAKES 


¢ 


OHIO CHEMICAL PRODUCTS 


Heidbrink Anesthesia Apparatus 
Ohio-Heidbrink Oxygen Therapy 
Apparatus @ Kreiselman Resus- 
citators @ Scanlan-Morris Steri- 
lizers @ Ohio Scanlan Surgical 
Tables @ Operay Surgical Lights 
Scanlan Surgical Sutures @ Steril- 
Brite Furniture @ Recessed Cabi- 
nets @ U. S. Distributor of Stille 
Instruments. 


OHIO MEDICAL GASES 


Oxygen @ Nitrous Oxid 
Cyclopropane @ Carbon 
Dioxide Ethylene e Helium 
and mixtures @ Also Lab- 


FOR ADMINISTERING ANESTHETIC GASES 


You will find Ohio Chemical a complete source of supply for 
all surgical anesthesia requirements, including gases and ad- 
ministering equipment @ Heidbrink Kinet-o-meters meet all 
requirements of surgeon and anesthetist for the administration 
of the various anesthetic gases generally employed. Included 
in the 52 models deseribed in the Heidbrink Surgical Anesthesia 
Catalog are mobile units of three types—cart, stand, cabinet 
—and portable apparatus weighing as little as 35 pounds @ You 
cannot afford to decide upon anesthetic equipment without 
first having complete details of how “Ohio” can meet your 
needs. Write for Heidbrink Surgical Anesthesia Apparatus 
Catalog. For immediate detailed information, call our nearest 


branch sales office. 


THE OHIO CHEMICAL & MFG. CO. 1100 East Washington Avenue, Madison 10, 


Wisconsin @ Branch offices in principal cities @ Represented in Canada by Ohio 


oratory Gases and Ethyl | 
Chloride. 


Chemical Canada Limited, Montreal and Toronto, and internationally by Airco Corporation 
International), New York 18. 
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NOW... MODERNIZE 


YOUR 


DEPARTMENT 


AT NO EXTRA COST 


Do it with the New Merck | | Dval Label Follows New Official Nomenclature 
Fused-Label Chemical Bottles 


Rauway, N. J.— Merck & Co., 
Inc. has begun distribution of 
the new Merck fused-label 
chemical bottle sets. Pharma 
cists who have examined these 
uniquely modern, permanent 
containers state that they are 
ideal in many ways. 

These new containers give 
greater legibility to labels. The 
labels take plenty of wear 
without becoming soiled or 
nicked. Any soilage is easily 
removed with a cloth or a 
piece of paper. Bottles and 
labels are designed for profes 








ability. The **Duraglas”’ bottles 
are extremely easy to handle, 
and the clear legibility of the 
labels is a real factor in saving 
the pharmacist’s time. 

There is no extra cost in 
volved, since you pay no pre 
mium for the fused-/abel. 
For your convenience, the filled n outstanding feature of the new Merck fused-label 
Merck bottles are assorted in pect age cpanel egy cig mo age o 
sets of 25 and 12, according to wries the Ex le in bol 
size. Set A includes the twenty- give name, we 


| 
sional appearance and work | 


. working labels 


gli 
ght and other pertinent data. Both labels 


} 


} 
h 


y t 


five most frequently used pre 


scription chemicals, in the 250 | PUNISHMENT TESTS PROVE 





GLASSMAKER 
REVEALS 
PROCESS 


Label Fused to 
Bottle at 1,100 
Temperature 


(F EXPOSED TO 


aan WEARABILITY ON THE JOB 


In t pment of this 
al bot 





RUE ne mance 


FUSED - LABEL 


~<a . 
P iit.. BOTTLES 
P 1F SOAKED IN of 
HOT WATER ( )' Vg 
(/ 


FOR A 








Dual Label Improves 
Professional Store 
Appearance 


SUNLIGHT FOR A . Sag ee ee eee 
WHOLE YEAR — — / Test-store experience with the 


THE LABEL 


~ Merck bottles has shown 


WONT FADE! IF SOILED IN 


—— ANY MANNER... 
JUST WIPE IT CLEAN 
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Department Modernizing 
Made Easy 


Midwest pharmacists who 
the Merck fused- 
label prescription chemical containers 
are delighted with the possibilities they 
»ffer in modernizing their prescription de 
partments and in facilitating prescription 
procedure. These pharmacists call atten 
tion to the following advantages of the 
new bottles 


ILL 
inspected 


CHICAGO, 


have 1eW 


1 Neat, professional appearance. 

2 Practical, hand-grasp shape and 
legible lettering. 

3 Labels that will last as long as the 
bottles. 

4 Convenience in ordering by pre- 
arranged sets. 


5 Availability of the new fused- 
labels without extra cost. 


HOW TO ORDER 


Get Set‘A”’ Now... Other Sets Later 


New Merck 


supplied in tw 


aaeee label bottles 


250 cc 


1. The 
will be 
50 cc 
- You pay 
fused-label 
3. The bottles 
only in sets a 
4. Sets have been g 
frequency of use 
5. Bottles are 
empty, except 
breakage or loss, 
cal shortages 
6. Orders will be accepted now for any 
one or all sets 
7. Sets may be ordered 
ment by Merck & Co., Inc., from Rahway, 
J., St. Louis, Mo., or Los Angeles, 
Calif , with invoicing thre ugh your whole 
saler. Or place y with your 
Merck or wholesaler's representative 


, and 


no premium for the new 


are filled and can be ordered 


ght 


listed at r 


uped according to 
ingly or 
in 
of chemi 


available 
acements 


th 
he « 


not 
as repl case ot 


vent 


for direct ship 


mur order 
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Each set in Schedule I! 


Each set in Schedule | cons’ 


CHEMICAL LIST—PRESCRIPTION SET 


s of 25 chemicals in 250 cc. botties 
12 in 750 cc. bottle 


lee: teal 





SCHEDULE I— 250 cc 


Acetophenetidir P. Powd 
Acid “peel salt tcylic, US.P.P 
Acid Bor P wd 
Ammomun “Chi a. U 
muth Subnitrate NF 
Carbonate Precip 
Tribas 1c NF 
Chioral Ages U.S.P 
Dex’rose U.S 
Ephodsias fins chloride U.S_P 
Magnesium Oxide Heavy U.S.P 
Milk Sugar U.S.P. Powd 
Potassium Citrate U.S.P. Gran 
Potassium lodide U.S.P. Gran 
Potassium Permanganate U.S P 
Sodium Bicarbonate U.S.P 
Sodium Bromide U.S.P. Gran 
dium Chloride U.S.P. Gran 
Sodium Citrate U.S.P 
Sodium Salicylate U.S.P. Cryst. F 
dium erg U.S.P. Grar 
ultanilami JSP t 
Tale. U.S 4 
? nide U 


ne 
Zinc Sulfate U 


wd 


5.P. Gran 

USP 
Precip 

Loose Cryst 


rar 


( 
SET B—$10.77 Serve 
id Citric U.S_P. Gran 
1d S USP. Fine Cryst 
y < tty Phenol 
Potass. 
Potass: 
Potassi 
Potassi 
Quin 
Quinir 
Resor 
Salo! 
Silver 


P Chips 
Bismuth Sub arbonate | P 
Calamine Prep. US.P 
Calcium Gluconate U S.P. Powd 
Caicoum Lactate US P. Powd 
m Phosphate Dibasi 
hiorid 


Grar 
SP Powd. . 
P Theo 
) Zinc ¢ 
fe USP. Light Powd 
ate USF 
a 
ine Sulfate USP 
harin Sodium U.S.P. Powd 
m Benzoate USP. Powd Campt 
’ osulfate USP. Crys ; Cerium 
f F. Cryst 
Sultatmazole US p Not Ster 
Sultus U.S.P, Precip 


SET C—$16.22 
Ro Aamlid 
Acid Benzoic USP. Cryst 
Al uminum Chion je NF 

SP. Powd 
At mn vmonium oad ie NF Gran 
Bismuth Subgailate N F 
Catteine Citrated USP 


Guava 
iron b 
iton S 
iron & 


Potass: 
Potass 
Potass 
Potass: 


Sulfathiazole Sodium US P 


Pepsin NF 


(Offer subject to price change and prior sale) 


. BOTTLES 


SET A— $12.62 


nm Br 


Wie NF 
el USP 


irine Sulfate US P 
examethylena 5 P 


mine | 
barbital US F 


Phenobarbital Sodium U S FP 


a Sulfurated NF 
sum Acetate U.S P 
sum Chiorate NF. Grar 
1um Guaracol Sulfor ate NF 
e Bisuifate USP. Cry 
e Hydrochloride U S He 

n U.S.P. Recrystaiize 


NF. Gran 


Nitrate CP. Cryst 

Not Ster 
hyiline Ethylenediammne U 
hioride N.F. Gra 


SET D—$17.89 
Activated Charcoal U.S.P 
Antipyrine N 


Powd 


S.P. Fine Powd 
of Monobromated N F 
Oxalate NF 


Cinchophen NF 
Copper Sulfate U.S.P. Gran 


ol Carbonate N F 
y Hydrogen N F 
ultate (Ferrous) US P Cryst 
Ammon. Citrate USP. Brown 


vil 


S.P. Powd ia Pearls 
Mercury Ammoniated U.S.P. Powd 
Powd Magnesium Oxide U s P. Light Powd. | 


ium Bicarbonate U.S P Grar 
um Bitartrate NF. Pow 

yum Chioride U SP. Cryst 
yum Thiocyanate NF. Cryst 


Quimdine Suitate oe USP 
Silver Protesn Id P 
Sodium todr USP 
Terpin Hydrate NF 
Theobromine 
Theobromine Sodio Salicylate NF 
Thymol US P 

jo! lodide NF. Powd 


SCHEDULE II 
750 cc. Bottles 


SET E—$13.39 

Acetophenetidin U.S P. Powd 

Acid Acetylsalicylic US P Powd 

Acid Boric USP Pow 

Calcium Carbonate Precip US P 

Calcium Phos Tribasic NF Precip 

Magnesium Oxide Heavy US P 

Milk Sugar US P. Powd 

Potassium Citrate U.S P. Gran 

Potassium lodide U S P. Grar 

Sodium Bicarbonate U S.P Powd 
um Salicylate US P_ Cryst 

Free Flowing 
Zinc Onde USP 


SET F—$14.58 
Ammonium Chionde wu: SP. Gran. . 
Bismuth Subnitrate 
Chioral Hydrate U . 
Dextrose US P. 
Potassium Permar een ae USP Gran. 
Sodium Bromite U S 
Sodium Chioride US P 
Sodium Citrate US P 
odium Sulfate US P. Grar 
Sultanilamide U SP. Not Steril 
Ta U ’ 
Zinc Sulfate U.S.P 


SET G—$12.37 
Acid Citric US_P. Gran *-. 
Acid Salicylic USP Fine Cryst. ee 


Powd 


Loose Cryst 


wan 
wan 


Acid Tanmc USP Flufty 
4 Tartaric USP. Pow ' 
Bismuth Subcarbonate USP 
Calamine Prep US 
on 1um Phosphate Dibasic SP 
Magnesium Trisilicate U S 
m Bromide U SP. Gran 
Sodium US P. Powd 
Sodium Benzoate U S P. Powd 
Strontium Bromide NF. Cryst 


SET H—$15.35 
Ammonium Carbonate US P a ‘ 
Calcium Gluconate U S P z 
Caicium Lactate US P 
Kaolin Colloidal NF 
Lead Acetate USP. Gra 
Magnesium Carbonate USP Powa 
Magnesium Carbonate U S.P 

Heavy Por 


Quinine Sulfate US 
Sodium Thiosultate J SP Cryst 
Sultattmazole US f , Not Sten! 
Sulfur Precip. U S 








MERCK & cA. Inc. Manufacturing Chemists RAHWAY, N. 5. 


DEPT. M & P-28 
Gentlemen 


reserve for 


relow 


A E G 


1 
i 
I 
I 
1 lease 
i 
i 
' 
1 


Wholesaler's name 


me chemical sets checked 


Name or store label 
Street 


City 





a 


State 


19 








C 
HOOSE Your HOSPITAL BEds 


Simmons Dormitory Beds 

Simply constructed, economical. Ideal for use 
with innerspring mattresses. Widely used in 
nurses’ and internes quarters, or for others 
who reside permanently in hospital dormi- 
tories. Model shown is H-348-SKC. 


Ut, 


Simmons All-Purpose Bed 

Can handle practically all types of cases. 
Features famous Multi-position spring (shown 
in high cardiac position). Has brackets and 
sockets built in to accommodate portable 
Balkan Frame, safety sides, end guard and 
movable irrigation rods. Model shown here 
is H-829-L-171 


Simmons 
Hospital 
Cribs 


All steel construction. Sides slide down to 
fabric height... are adjustable to six 
heights above fabric. Each side has two 
positive safety catches. Finish is chip-proof, 
washable, and free of lead. Maximum 
opening between fillers, 3 inches. Height 
of sides above fabric, 26 inches. Supplied 
in three sizes. Crib shown is HC-201-1 


Simmons . 

Flat Spring Hospital Bed 

Widely used where posture-type springs 
are not needed. Provides economy of con- 
struction to meet needs of small budgets, 
without sacrifice of quality. Steel con- 
struction makes this bed easy to keep 
sanitary. Model shown has built-in back- 
rest. No. H-600-SCC-H-50. 
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Simmons 
Portable Balkan Frame 

clamp-on model. Here is a Balkan Frame 
which can be used with most all types of 


Simmons 
New Isolation 
Bassinet Unit 


Shown here is the New F-425 isola- 
tion bassinet cabinet. It provides 
space for clothing of the infant pa- 
tient, and for supplies used in its 
care. Together with all-plastic Bas- 
sinet H-83 and Bassinet Stand HC-285, 
which also may be kept clean and 
sterile, it provides the best means of 
protecting other infants from con- 
tamination. All pieces may be or- 
dered separately. 


standord hospital beds. It is provided with 
clamps which fasten to end posts at head 
and foot ends of bed. Comes complete 
with fracture bars, swivel pulleys and exer- 
cise bar. Finished in cadmium. Model H 12 


illustrated. 


Simmons NEW 
Self-Adjusting Bed = 
Eight positions at control of patient-—saves 
nurse's time. Two convenient frame-mounted 
handles control simple action. Control by 
nurse also provided by locking device out 
of patient's reach. Available with 9 types 
of bed ends and 2 models with legs at- 





Simmons 
Orthopedic Bed 

with Permanent Balkan Frame 
Specially designed by Simmons for hos- 
pitals which maintain complete orthopedic 
wards. Equipped with Simmons Multi-position 
spring, fracture bars, swivel pulleys, exer- 
cise bar and irrigation hook. Model shown 
here is H-804-L-184. 





tached to spring frame. Model shown here 
is H-517-L-195. _ 


SIMMONS COMPANY 


DIVISION 


HOSPITAL 
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ANNOUNCING NEW 
vi 


DISINFECTANT 


Non-caustic 
Non-irritant 
Non-specific 
Non-corrosive 
Economical 
Pleasant odor 


REG. U.S. PAT. OFF. 





O-syl is a significant and impor- 


tant development in the field of 


disinfectants. A non-irritating, non- 
caustic, non-specific germicide that 
successfully and promptly attacks 
the many pathogenic bacteria and 
fungi whose elimination is the object 


of disinfection and antisepsis. 


Economical to use, O-syl is so 
highly concentrated that even when 
greatly diluted, it is extremely pow- 
ertul in its antibacterial action. 

No disagreeable odor lingers 
after disinfecting with O-syl, because 
O-sylis nearly odorless— unlike many 


familiar disinfectants in hospital use. 


O-SYL (HOSPITAL STRENGTH, PHENOL COEFFICIENT 5) 
IS LISTED AT $3.00 PER GALLON IN GLASS CONTAINERS. 





For disinfecting floors, walls, furai- 


ture, bedding. Won't 
S 8 : 5’, discount for shipment in individual 5-gal. drums 
Ses 10°, discount for shipment in individual 10-gal. drums 
: . 20°. discount for shipment in individual 50-gal. drums 
Freight prepaid on 10 or more gallons shipped at one 
time to one address. Terms 2 10 days, 30 days net. 


fade or discolor 








Call your hospital supply dealer 
today or vrite direct to Lehn and Fink 
Products Corp., Hospital Dept., 445 
Park Ave., New York 22, N. Y. Pro- 
fessional Sample on Request. - 
For the disinfection of surgical instru- 
ments and rubber goods 


For preparing the ob- 
stetric patient. 


e 
For ringworm of the 
oot to disinfect socks, 
stockings and as ¢ 
foot bath. 


. 
Q-syl diluted 100 times 
makes an economical, 
potent antiseptic and 
disinfectant solution 

ao 

cost 

2.46 

> 


~ : for general use 
ing as little as 


For the hands as an antiseptic rinse. 
per gallon. 


Doesn't burn or irritate 


For the disinfection of dishes used by 
patients with contagious diseases 
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and President 


NDIVIDUAL TEMPERATURE CONTROL... 
Tu Every Koom 


heating economies because overheating is eliminated. 
all others, at whatever In addition to individual room control, there are 


TH! temperature in every room at Victory Hospital is 
maintained, independently of 
level is selected. Such automatic control, provided by a 
Honeywell thermostat in each room, eliminates dan- ing and ventilating. Through control from the outside, 
gerous temperature fluctuations and affords different the Weatherstat system anticipates changing heat 
temperatures for different rooms, as required. In demands resulting from varying weather conditions, 
and through zoning, maintains balanced temperatures 
examination and treatment rooms can be met quickly throughout the building. And Honeywell’s Brown instru- 
-asy-to-adjust thermostats ments provide unusual accuracy and sensitivity for 
recording and controlling pressures, temperatures and 
flows. Investigate now the complete Honeywell line of 
both electric and pneumatic controls designed to meet 
the many special problems of hospitals. 





Honeywell automatic control systems for air condition- 


addition, the special needs of surgery, nurseries, 


and accurately. The rugged, e 
respond promptly, and compensation 1s made auto- 
matically in every part of the building for all varying 
weather conditions. This means not only sensitive tem- 
perature control, but fuel savings that bring important 


MINNEAPOLIS- “HONEYWELL REGULATOR COMPANY 
2678 Fourth Avenue South - Minneapolis 8, Minnesota 


= 
™ ON eon ee Please send my free copy of “ Automatic 
0 n e y L\ 4 e Controls for the Modern Hospital” 


ane Gt SYSTEMS 
Guarding America's Health” 


anuary 1949 








\ LG FIRST PRIZES 


Each first-prize winner gets all-expenses-paid trip for two people to the 1949 National 
Restaurant Association Convention in Atlantic City, N. J.—May 24 thru May 27, 
1949—consisting of railroad, air or bus fare, hotel for 5 days, tickets for all important 


official functions, and $200 spending money—or 100,000 premium points. 


$ SECOND PRIZES 


Each second-prize winner gets an Admiral 
Television Console with “magic mirror,” di- 


rect view 10” picture tube, full 13 channel 
station coverage (AC only) (installation 
provided where authorized television serv- 


a THIRD PRIZES 


Each third-prize winner gets a set of famous 
Tommy Traveler Luggage. For the man 
who likes to travel in comfort and style, a 
two-suiter case and a 21” case, both top 
grain cowhide with double stitched cowhide 


binding. For the ladies a wardrobe case, 
train case and overnight case; matching 
canvas covers luxuriously round bound with 
aniline dyed cowhide binding, lined with 
quality rayon satin, all brass hardware and 
Yale locks—or 25,000 premium points. 


ice is established )—or General Electric FM- 
AM Automatic Radio-Phonograph Console, 
mahogany cabinet, four controls, 12” Dyna- 
power speaker, automatic record changer 
and G.f 
premium points. 


ee 
aw 
OTHER 
PRIZES 


electronic reproducer—or 50,000 














Next 5 best entries in each contest receive 2,000 pre- 
mium points apiece. These premium points may be 
applied on the hundreds of valuable premiums shown 
in the free Premium Catalog, or they may be redeemed 
for cash. 


PRIZES FOR ALL! 


90 PREMIUM POINTS WILL BE SENT WITH THE COMPLIMENTS OF GENERAL FOODS 
TO EVERYONE ENTERING ONE OR MORE OF THE 4 CONTESTS! 
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STL BlG CONTESTS 7g 


Breakfast Menu Contest 

Lunch Menu Contest 

Dinner or Supper Menu Contest 
Other Merchandising Ideas* Contest 


*any food-selling ideas, except menus, verified 
by printed material, photographs or diagrams 


HERE’S HOW YOU WIN ATLANTIC CITY TRIP 
~»»OR ONE OF 28 VALUABLE AWARDS! 


CONTEST RULES: Contests open to owners, executives Or em- 
ployees of restaurants, hotels, hospitals, industrial restaurants, 
or other public feeding places in the Continental U. S. except 
employees of General Foods Corporation, its advertising agen- 
cies, and members of their immediate families. 

You can enter any or all of these contests. Entries must con- 
cern the establishment with which you are associated; statement 
3. You write a statement of less than 100 words for each entry must be your original work submitted in your own name, ac- 
Stating why you think your menu or other merchandising idea companied by a filled-in entry blank (or facsimile). 
is best. Entries must be postmarked not later than February 28, 1949. 
Use suflicient postage. See address below. 

Entries judged on basis of menus or other merchandising ideas, 


3. You enter any one or all four of these contests. 

2. If you enter one or more of the menu contests, submit a 
menu for each contest entered. If you enter the “other mer- 
chandising idea” contest, submit a photograph which illustrates 
the idea or samples of actual material used, such as back bar 
strips, table tents, etc 


4. You fill in the entry blank on this page (or a facsimile) for 


each entry. 

5. For each contest you enter, mail your menu or other mer- 
chandising idea, your statement, and your entry blank to 
Reuben H. Donnelley Corp., nationally known contest judges 


on conformity with suggested standards, and on the sincerity and 
soundness of statements, by Reuben H. Donnelley Corp., whose 
decisions are final. Duplicate prizes awarded in case of ties. 

Winners will be notified by mail; their names will appear in 





Experts 
SUGGEST STANDARDS 


Thanks to a quintet of public feeding 
authorities, including Charles A. 
Horrworth, Executive Vice President, 
American Hotel Association; Frank 
J. Wiffler, Executive Vice President, 
National Restaurant Association; 
James S. Warren, Editorial Director, 
Ahrens Publications; C. A. Patter- 
son, Editor and Publisher, American 
Restaurant Magazine; and J. Knight 
Willy, Publisher, Hotel Monthly, the 
following standards are suggested. If 
your entry meets one or more of 
the following, enter this contest im- 
mediately: 


1. Does it “sell food? 

. Is it easy to read or understand? 

. Does it make people talk about your 
restaurant? 

Does it take irto consideration the season 
of the year as well as your perticular 
clientele, type of restaurant, locality? 

. Does it clearly suggest for your guests 
the appearance and taste of the dishes 
offered? 

. Is it attractive in appecrance? 
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the May issue of this magazine. Entries and statements become 
the property of General Foods Corporation to be used as it 
sees fit, and will not be returned. Contests subject to all Federal, 
State and local regulations. 


IMPORTANT CONTEST HINTS: Equal consideration will be given to all entries, 


elaborate or simple. It’s the idea that counts. Small and large restaurants have 
equal opportunity to win prizes. Your entry can be a winner if it meets some (not 
necessarily all) of the standards listed. Let the “standards” suggest the points to 
cover in your less-than-100-word statement. REMEMBER! You can submit as 
many as four entries . . . one for each contest . . . and each may win a prize. Ask 
your General Foods salesman or distributor for further details. 


ENTRY BLANK Fill in this entry blank o 
State 

REUBEN H. DONNELLEY Copp ment of less than 1 

P.O. SOX 74, NEW YORK 8, W, y. 


Gentlemen: I am submitti 
: Suomitting a current OC Breakf; 
an _. reakfast Menu; O Lunch ; i 
a tthe lene thes mandiaiag Idea. With each entry fre “tye 
Bex at Sdiing Pena n 100 words explaining why I think as an 
. (Check classificati bc tr 
cae assification you are entering) 


Title 


Name of Establishment 


Street__ 








"and believe it or not 


ROOM-DARKENING too!” 


Columbia’s room-darkening window 
shades revolutionize light control. 
They’re decorative and functional, too. 
Sturdy, long-wearing ... with the addi- 
tional special talent of shielding a 
room from light. 


Look for room-darkening shades in 
Columbia’s REGAL grade. Made of 
high-count cambric, with a truly beau- 
tiful “hand” and a smooth, dust-shed- 
ding surface. Economically priced... 
and easily washable for thrifty main- 
tenance. In light as well as dark colors. 


See Columbia’s VELLMO, too, a super 
quality grade, so completely lightproof 
that it’s standard for such uses as 
X-ray rooms, And here’s the surprise 
... VELLMO boasts high-style pastels 
and dazzling white. Any size you need 
up to 150 inches wide! 


Columbia Window Shades and Venetian Blinds are 
sold only in leading department and furniture stores P E R F ia _* i ij 7 re) a 
and shade shops designated as Columbia Authorized 

Dealers. May we send you samples of our room- hotel rooms 

darkening shades and the name of the Columbia 
Authorized Dealer nearest you? Write today. 


Cth a Combi Aadouged Ltaler 


hospital rooms 
housing projects 
school rest rooms, auditoriums 


recreation and convention rooms with 
television sets 


WINDOW SHADES 
AND VENETIAN BLINDS 


THE COLUMBIA MILLS, INC., e 428 SOUTH WARREN STREET, SYRACUSE 2, N. Y. 
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THIS 


Patients usually get well sooner 
in an atmosphere of restful quiet. 
Yet many hospital activities are 
noisy. You can't stop these ac- 
tivities—but a ceiling of Arm- 
strong’s Cushiontone® can stop 
the noise they make. 

Armstrong’s Cushiontone is a 
fiberboard acoustical tile with 
484 deep perforations drilled in 
each 12” square of the material 
It absorbs up to 75° of the 


sound that strikes its surface. 


There is little interruption of 
hospital routine when you in- 
stall Cushiontone. It goes up 
quickly and neatly. And main- 
tenance of Cushiontone is 
economical. It can be cleaned 
9 repainted as often as neces- 
sary—without affecting its ef- 
ficiency. You'll be surprised at 
the low cost of Cushion- 
tone. Ask your Armstrong 
contractor for a free 

estimate today. 








CEILING HELPS PATIENTS 
RECOVER FASTER 


WRITE FOR FREE BOOKLET, 
“What to do about Hospital 
Noise.” It gives complete de 
tails about Cushiontone. Arm 
strong Cork Company. Acous 
tical Department, 5701 Stevens 
Street. Lancaster, Pennsylvania. 


ARMSTRONG’S CUSHIONTONE 


Armstrong Cork Company (4) Lancaster, Pennsylvania 
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Main Kitchen 
Hartford Hospital 


ARCHITECTS 
COOLIDGE SHEPLEY 
BULLFINCH AND ABBOTT 


VAN's part in 
new val important Hartford Hospital 


@ Van takes honest pride in its part in assisting the 
architect and builder in the kitchen engineering, for its 
responsibility to design and fabricate equipment for the 
new and significant sixteen-story Hartford Hospital. 


@ Here, decentralized food service is speeded by elec- 
trically heated food trucks, pre-heated in the main kitchen, 
traveling in a straight line picking up food at nine service 
counters .. . thence to service elevators and delivery at 
all floors. 


Vegetable preparation department of main kitchen 


@ When time permits careful planning for efficient food 





service, administrators and architects know it always pays 
handsome dividends to call Van in as early as possible. 


She John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


DIVISION OF THE EDWARDS MA? UFACTURING CO. 





Branches in Principal Cities 
This is one of sooaaan diet iitcheoas 401-407 EGGLESTON AVENUE CINCINNATI 2, OHIO 
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Makes unloading easier 


Handles smaller lots economically 


Permits lower linen inventory 





supply consumption. The Formatrol does 
everything except add supplies . . . follows 


® Now you can have it . . . a washer that 
does double duty . . . a 60-pound-capacity 


machine ideal for segregating ward linens... 
a machine with an automatically timed and 
controlled steam inlet for high-temperature 
sterilization . . . and a machine with a two- 
speed gear shift that can be slowed down to 
15 RPM for blankets or other woolens. 


your own formula for every type of fabric 
and soil . . . signals the washman when 
supplies are needed and when the washing 
cycle is complete. 


Wack the coupon for complete facts. 


® More, it's equipped with Prosperity’s fa- 
mous FORMATROL automatic control, 
saving up to 25% in operating time, 
and greatly reducing water, power and 


The Prosperity Company, Inc. 
2224 Erie Boulevard, East 
Syracuse 1, N. Y. 


Wy, 


Please send complete details on The Pros- 
perity 60-Lb. Speedster Washer with Formatrol 
Automatic Control. 


af Se [_] Have your representative call. 
THE PROSPERITY COMPANY, Inc. cette 


AUTOMATIC PRECISION PRODUCTION TOOLS FOR LAUNDEY AND DEY CLEANING PLANTS. 


Hospital 
Address... 


Mein Office end Fectory, Syrecuse 1, N.Y. 
Seles, Service ond Ports in All Principal Cities 


Teds werk PROSPERITY 
Ree US Pot On 
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PROVE CAMEL MILDNESS 


According to a Nationwide survey: 


MORE DOCTORS SMOKE 
CAMELS THAN ANY 
OTHER CIGARETTE 


e for pleasure, too! And when 


ndependent research organiza ru REtgy &, BOP 
cigarette they cio ARETIES 
Camel! 


“tors what 


brand named most was 


Test for yourself 
what throat specialists 
reported when a 30-day 
smoking test revealed: 


“NO THROAT 
IRRITATION 


due to smoking 


CAMELS!” 


YOUR OWN 30- 
AMEL MILDNESS 
Smoke Camels, and 


MAKE 
DAY ¢ 
TEST 
only Camels, for 30 days. 
Prove for yourself how mild 
Camels are! 

Hundreds of men and 
women, from coast to coast, 
recently made a similar test. 
They smoked an average of 
one to two packs of Camels a 
Their throats 
examined by 

And after a 
2470 examinations — 


day for 30 days. 
were carefully 
throat specialists 
total of 
these throat specialists re- 
ported “not one single case of 
throat irritation due to smok- 
ing Camels!” 

But prove it yourself ...in 
your “T-Zone” (T for Taste 
and T for Throat). Let YOUR 
OWN TASTE tell you about 
the rich, full flavor of Camel's 
choice tobaccos. Let YOUR 
OWN THROAT give the 
good news of Camel’s cool, 
cool mildness. 
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Pioneer 
Obstetricals 


Made of finest 
quality latex, el- 
bow length, sheer 
but tough. Either 
hand style so any 
two make a pair 

saves pairing 


and odd gloves. 





Pioneer 
Quixams 
Fither-hand short 
wrist examina- 
tion glove, now 
made of finest 
quality latex or 
neoprene. Any 
two are a pair — 

less Cost. 


Surgical Gloves 


per ere gloves are not all alike. Some offer extra 
advantages important to your hospital staff. Only by 
“specifying” can you be sure to get them. 

For instance, Rollprufs are the only surgical gloves with 
beadless flat-banded wrists, no roll to roll down and annoy 
surgeon during operations. Banded wrists resist tearing, add 
to service life. Unsurpassed sheerness, snug fit, durability under 
sterilizing. No extra cost. Specify Rollprufs and get these valu- 
able advantages. 

Neoprene Rollprufs, now made in hospital green, offer all 
the above, plus unmatched comfort, finger freedom and sensi- 
tivity — and they're the answer to surgeons allergic to rubber. 
To give your hospital these advantages, specify neoprene 
Rollprufs. 

When it’s life or death in surgery, no equipment, including 
gloves, can be too good. It pays you to investigate — and 
specify — Pioneer Rollprufs. If your supplier doesn’t stock 
them, write us for data and samples. The Pioneer Rubber 
Company, 750 Tiffin Road, Willard, Ohio. 


PUN copied Gloves 


* The Result of Gver 30 Years of Quality Glove Making « 
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Here’s the 


TELEPHONE BOOTH 
MODERN HOSPITALS 


want 





SHERRON Re 
ACOUSTIC j} 


STAINLESS STEEL TELEPHONE 
soorw ~ 











... for wheel chair patients 


It’s no problem for the ambulatory patient 
to make calls from the standard telephone 
booth. But the wheel chair case is at a real 


disadvantage. 


Responding to the demand of hospitals, we 
have designed a booth especially to serve 


wheel chair patients. 


This new Sherron Acoustic Steel telephone 
booth makes it easy for the patient to wheel 
himself into the booth without having to 


squeeze through. Not only is there ample 


passageway, but once inside he can maneuver 


his chair without difficulty or assistance. 


The spaciousness of this booth is evident from 


its dimensions — 56” x 56” x 8334”. 


The noiseless folding leaf door of this Sherron 
booth, opening and closing at a touch, enables 
the patient to telephone in complete privacy. 
And the acoustic walls and ceiling bar outside 


sounds and noises. 


For full details of this booth’s features, write 


today, telling us your requirements. 


SHERRON METALLIC CORPORATION 


1201 FLUSHING AVENUE * BROOKLYN 6, NEW YORK 
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A Happy Mother 
is your best 
recommendation 


HoLLister, 


THE NEW BILOXI HOSPITAL 


SSIPPI 


his orn nies that 
was born to 
in this Hospstal at otloch, .m. on 


Frith the day of 19 
ah ” 
the said Hospital has caused this Certificate to 
J > besgned by its duly authorized officer, and ts Officxal Seal to be 
} My 
hereunto 0 affixed 


iG 


mot, ‘ 


i 


“Birth Contfantes do MORE than reand facts! 


The day a son or daughter is born is unquestionably one of the outstanding 
events in the life of every parent. 


This is the time of promise, when fears are resolved and hopes are realized. 
This is the day that was planned for . . . sacrificed for . . . dreamed about. 


This is the day of fulfillment. 


Ho.uister Inscribed Birth Certificates are designed to match the importance of 
this occasion. Artistically executed and carefully lithographed with the name 
and picture of your hospital, these certificates are lifelong reminders of the 
contribution your hospital makes—to mother—to child—to the entire community. 


In addition to their warm, personal goodwill value, Hoxuster Certificates 
perform another important service — once and for all ending the possibility 
of mistaken identity in the nursery. These certificates, used in connection 
with the Hoxtister Footprint Kit, offer a simple, practical means of positive 
identification — accomplished in a few moments right in the delivery room. 


Please allow us to send you, without obligation, complete details concerning 
our service as well as samples of our Birth Certificates — now being used 
by many of America’s outstanding hospitals. 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET . . . CHICAGO 10, ILLINOIS 








Professionally Designed... 
~ for the BUSY Hospital! 


Phe complete HOLLISTER Birth Certificate Service is designed to fit 
in with the stepped-up efficiency required in the modern, busy hos- 
pital. HOLLISTER Service is popular with O.B. staffs because the 


procedure is simple and easy to perform. The cost is small. 


Hollister Seal-Impressing Service 
Hollister “*Babies Alumni” Plan 


1} 
! 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET . . . CHICAGO 10, ILLINOIS 








CUTS REMODELING COSTS - WITH TILE” 


—say officials of schoo! boards, hospitals, hotels, 
theatres, churches, institutions and stores 


MAN 


can be applied directly over 


PLASTER BRICK 





METAL woop 


CONCRETE WALL-BOARD 


BEFORE REMODELING—No structural changes of any kind are needed. The no metal lath or scratch coat required 
Lockhart Method permits direct tile application to any kind of wall surface. 


Leading tile contractors everywhere are using and en- 
dorsing the Lockart Method of installing Mosaic wall and 
floor tile. This exclusive method is clean, fast. It saves up 
to 307 on application costs On new work... up to 40% on 
renovations, for the versatile Lockart Method speeds up 
the job and there’s no dirt . . . no mess. 

You save time, money and labor on remodeling, rebuilding 
or new work. And you reduee your maintenance costs with 
distinctive Mosaic tile installations. For Mosaic tile brings 
you beauty that doesn’t fade or need renewing .. . that 
offers years of heavy traffic use without upkeep. Use the 


speedy Lockart Method and Mosaic’s wide line of ceramic 





PROGRESSING—Prime existing walls with Lockart "Primer."" Then—a bed nil . — " » a! 
to . » b. we : . 
SUEE teeamash this Gi oeie Gino duener and alte rap tile to modernize bathrooms, showers, rest rooms, kitchens, 
corridors, ete. Tile is easy to keep clean. And Mosaic brings 


you new, fresh glowing colors in a wide range of both 





floor and wall tile. 

For more details of the Lockart Method, Mosaic tile prod- 
ucts and for design or modernizing help, consult the 
Mosaic dealer nearest you, your local Mosaic office, or 


write to Dept. 8-4, 

















TH 


Mtn, cor flee 


Zanesville, Ohio 


muss. Renovated areas are put back into service much sooner. 


Member: Tile Council of America 


OFFICES IN PRINCIPAL CITIES... OVER 2000 LOCAL DEALERS TO SERVE YOU 





for improved 200 ma radiography 


GENERAL ELECTRIC BRINGS YOU... 


= is a modern. efficient x-ray apparatus of 
intermediate capacity. In the Maxiscope 200 
vou get the Centralinear control. Push but- 
tons select tube. focal spot.ma value. the proper 
ma seale and the kvp indicating index. Hhumi- 
nated indexes simplify ma and kvp adjust- 
ment. Nothing else to do but press the exposure 


«witeh! 


The Maxiscope table angulates quietly at 
variable speeds from 30 degrees Trendelenburg 
to vertical. Itean be leveled automatically from 
any position. For fluoroscopy there is an 18- 


inch focal spot to table top distance. Fluoro- 


scopie carriage ts easier to move 


locks simply 
even with gloved hand. 

Tube stand) permits 60-inch radiography 
above the table. Telescopic platform side rail 
extends for 60-inch vertical Bucky radiography. 
Stand is independent of floor and ceiling irregu- 
larities. Tube and table controls are all con- 


veniently operable from the front. 





FREE 


-pot film device. reciprocating Bucky and many other 


A new folder tells the story of photo timing 
important features. General Electric X-Ray Corpora- 
tien, Dept. A-12, 4855 MeGeoch Ave., Milwaukee 14, 
Wisconsin, 


GENERAL @@ ELECTRIC 
X-RAY CORPORATION 


“a 
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The pioneer contributions in the field 

of Endocrinology by the eminent Dr. Edward C. 
Kendall are recognized by The Armour Laboratories 
—now in the 63rd year of processing 

and developing Endocrine products—as 


important milestones in this rapidly expanding field. 


Seventh in the series, PORTRAITS OF PIONEERS in 
Endocrinology. A full-color reproduction of this painting, 
suitable for framing, is available upon request. On your 


professional letterhead, please address below: 








ARMOUR 
Laboratottes 


CHICAGO 9, ILLINOIS 


The MODERN HOSPITAL 








EX 


ray 


INE 


la 
“ ¢ ws . yy 


‘ 4 


SUPRARENAL CORTICAL HOF 
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Dr. Edward Calvin Kendall earned recognition as 
one of America’s pioneers in the field of physio- 
logic chemistry when he first isolated thyroxine 
from the thyroid gland in 1914. He has since made 
other discoveries of equal or greater scientific 
significance. Glutathione was crystallized and its 
chemical structure was established in his labora- 
torv. Members of the family of hormones from the 
adrenal cortex were isolated in crystalline form, 
their chemical structure was determined, and prac- 
tical methods were devised for the partial synthesis 
of these compounds from bile acids. Important 
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AA 


contributions on the relation between the adrenal 
cortex and the metabolism of proteins, carbohy- 
drates, fats and electrolytes have come from his 
laboratory. 

Dr. Kendall was born in 1886 in South Norwalk, 
Connecticut. He is a graduate of Columbia Uni- 
versity and also received an M. S. and a Ph. D. 
from that institution, as well as a D. Sc. from the 
University of Cincinnati. He has been associated 
since 1914 with the Mayo Foundation at Rochester, 
Minnesota. where, as Head of the Section on Bio- 
chemistry, he has carried on his researches, 
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THe - NEW AMERICAN —— 
INSTRUMENT WASHER AND STERILIZER 


washes, Ste rilizes and Dries 
2 Full Trays in Vs thet usual time 


advantags 
[nstru- 


however. } not the only 
pressure type 


and Sterilizer. 


Speed 
4 this new American 


ment Washer 
type design ™m: ikes it possible 

instrument trays. 
loading, more eth 


Lhe « abinet 
stand: urd type 
you ¢ asier 


to uulize 
That 
cient loading 
Hydrs vulic and lowers the 
4 single rotary ¥* alve 
rressive steps of the ft 


gives 


control Yr 
reguli ites all 
nal cycle. 


trays 
pros 
1 his modem sterilizer features 4 heavy 
chambet of Lukens 
and Monel*—? and trays 
als last long 
faithfully. They resist heat, 
ture, steam and range ot 
alkalis ind hospi: il solutions. 
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The MODERN HOSPITAL 





Cost per Cubic Foot 


Question: In trying to make an estimate 
of costs of our proposed hospital construc- 
tion, we are handicapped by not knowing 
recent costs. Can you tell me the cubic foot 
cost of recent hospital construction, the name 
of the architect and contractor in each case? 
| know that the cubic foot cost is not an exact 
measure, but it does give some approxima- 
tion.—L.R., Vt. 


ANSWER: Construction costs depend 


on many things: Will there be a nurs 


ing school, and if so will the entire 


preclinical and clinical teaching job be 
done in the hospital or nurses’ home? 
tremendous 


Will 


department, 


This, as you know has a 
effect on the demand for space 
be 
and if so will it include only indigent 
for 


Will 


clinic? 


there an outpatien 
tl tpatient 
patients, or will it also provide 


part-pay and full-pay patients? 


there be a group diagnostic 
Will offices be provided for the prin 
These 


things will greatly affect 


} 


cipal doctors on the staff? and 


many other 


the cost per cubic foot or the cost 
per bed 

Within the last two years, contracts 
fixed 
have from a ot 
high of $2 per cubic foot 
anywhere from a of 


high of $16,000 per bed 


for construction and equipment 


$1.40 
This means 
$8000 


run low to a 


low to a 


For Safety in Surgery 


Question: We want to be certain we are 
observing all necessary precautions in our 
operating rooms to prevent accidents from 
static electricity. The floors have grids. Safety 
outlets have been provided. It occurs to us 
however, that we may be doing some things 
that defeat our purpose. A floor maintenance 
contract includes sealing and waxing operat 
ing room floors. The legs of the stools and 
cabinets are fitted with rubber caps. The 
nurses and other operating room personnel 
wear rubber soled shoes. We have fluorescent 
lighting, and we have been told that turning 
on these lights during surgery could be a 
hazard. We are anxious to make any in- 
dicated changes and to set up some definite 
and authoritative rulings to be observed in 
that department, and we are writing to you 
for information on this subject or to find out 
where it may be obtained.—E.G.P., lowa. 

ANSWER: Write to the National 
Fire Protection Association, 60 Battery 
10 


Combustible 


march Street, Boston for the 


pamphlet entitled Anes 
thetics in Hospital Operating Rooms.’ 
The price of this pamphlet is 20 cents 
Every hospital should have it—EvER 
r W. JONES. 
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Who Charges How Much? 


Question: | have been unable to discern 
any appreciable agreement among hospital 
administrators as to the basis of charges for 
the various services rendered to patients. One 
hospital, for instance, may show that the cost 
of room, board and nursing care is approxi- 
mately 78 per cent of its total operating ex- 
penses, yet its receipts from this source are 
only 56 per cent of its total income. Another 
hospital indicates that i+ costs the hospital 
approximately $28 to deliver a baby, although 
its charge for this service is only $20. 

On the other side of the picture, 300,000 
units of procaine penicillin may cost the hos- 
pital approximately $1.25 by the time the 
patient receives it, yet the patient is charged 
anywhere from $2.50 to $5. Similar inex- 
plicable variations between costs and receipts 
may be observed in practically every other 
department of the hospital, including the 
operating room, the nursery, the laboratory 
and others. 

The commonest explanation of hospital 
charges appears to be ‘what other hospitals 
in the area are doing,’ or custom. This, no 
doubt, is feasible as a rough and ready 
approximation of rates, but it still leaves no 
firm foundation on which to build the finan- 
cial structure of the hospital, for basically we 
realize the hospital of today can be main- 
tained only by the money received for patient 
care. 

As an administrator | would be better sat- 
isfied with my rates knowing that they were 
based on a firm cost basis. As a patient, | 
would be much happier knowing that my 
hospital bill covered the services rendered 
to me and was not a catch-all for services 
rendered +o others. | would appreciate your 
comments and suggestions.—S.S.G., Mich. 

ANSWER: Most people who have 


really studied hospital charges of 
the opinion that we must begin to base 


are 


all charges on costs as developed by 
accurate bookkeeping and cost account 


ing. I predict that within the next 


ten years most of the berter hospitals 


in the. country will completely revise 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
Aita, 


San Antonio Community 


Hospital, Upland, Calif.; Pearl 
Fisher, Thayer Hospital, Waterville, 


Maine, and others. 











7 Questions 


their system of charges and see to it 
that all charges are based on an accu- 


WJ 


rate cost analysis.—E 


They Win Their Cases 


Question: We have here a forty year old 
agreement covering payments for indigent 
care. It cannot be abrogated without mutual 
consent of both parties, and the consent of 
city officials has been refused. If you know 
of any cases where such a contract has been 
successfully broken, we shall appreciate very 
much being informed. It is our wish to use 
every means that we can employ in our effort 
to correct an extremely unfair situation.— 
G.C., Minn. 

ANSWER 


ot a hospital's resorting to legal meas- 


An outstanding example 


ures to obtain reimbursement on either 
a full cost per patient day basis or the 
established charges for ward cases is 
that of one hospital in the Midwest 
After 

welfare 


effort to negotiate with 
failed, board of 
trustees of this hospital decided to act 
They billed the welfare commissioner 


(which 


every 


othicers the 


at their established ward rates 


in their case equaled approximately 
the cost) and, when the bills were not 
The final 


hospital 


paid, started court action 
payment of 
bills at the established ward rates. 
Contracts as yours, which 
detrimental to the best interests of the 
hospital, can probably be broken by 
court You must, of course, be 


result was the 


such are 


action. 
armed with facts and figures to prove 
your overall cost per patient day, your 
total income per patient day from wel 
fare officers, and your loss per patient 
day 

It is also interesting to note that over 
a period of years hospitals in a New 
England state have in a number of in 
stances sued the overseer of the poor 
payment of bills at the regular 
ward rates. In every case the hospital 
-EVERETT W. JONES 


tor 


has won 


Lighting Studies 

Question: Are any comparative studies of 
the advantages and disadvantages of incan 
descent, fluorescent and cold cathode light 
ing available?7—G.B.. N.Y. 

ANSWER: The book, 
tegrated Design.” by 
of New York City 
chapter on lighting 


Hospitals -In 
Isadore Rosentield 


has an excellent 








THE 1949 


COMMERCIAL CHASSIS 


with the new 


VALVE-IN-HEAD, V-TYPE ENGINE offers 


The only commercial chassis completely de- 


signed and huilt for Funeral and Ambulance 


service hy the company whose name it bears. 


Phe 1949 Cadillac commercial chassis brings a new measure 
of economy and satisfaction to all users of commercial equip- 
ment. In addition to its many special heavy-duty features, this 
chassis contains the Cadillac valve-in-head engine, built for 
greater durability and economy of operation. High thermal and 
mechanical efficiency of the new engine combine with an in- 
creased compression ratio to give a greater power output with 
lower fuel consumption. Hydraulically actuated overhead 
valves insure long life and quiet operation. Nowhere are these 
features more important than in commercial service. Further 
details of the commercial chassis as well as the series 75 nine- 
passenger sedan and limousine will be found in our 1949 com- 


mercial car catalog now available. Your inquiries are invited. 


LARGEST 


COMMERCIAL DEPARTMENT—CADILLAC MOTOR CAR DIVISION, 
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GREATER ECONOMY 

BETTER PERFORMANCE 
SMOOTHER, QUIETER OPERATION 
GREATER DURABILITY 

LESS WEIGHT 

INCREASED HORSEPOWER 





Only These 
Master Coach Builders 
Design and Build 
for the 
Cadillac Commercial Chassis 
The Eureka Company, Rock Falls, Ill. 
. 


The A. J. Miller Co., Bellefontaine, Ohio 


- 

The Meteor Motor Car Co., Piqua, Ohio 
. 

Superior Coach Corporation, Lima, Ohio 
a 


Hess and Eisenhardt Co., Rossmoyne, 
Cincinnati, Ohio 











MANUFACTURER OF COMMERCIAL CHASSIS FOR 


FUNERAL CAR AND AMBULANCE USI 


GENERAL MOTORS CORPORATION 
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No Fate for a Fortune 


AS EVERYBODY 


today, the American 


who can read and write knows 
M-d.cal 


voted a $25 a head assessment for a public relations 


Association has 
program to combat compulsory health insurance. Un 
fortunately, the effectiveness of the program was dimin- 
the foot-.n-mouth which 


ished in advance by way in 


it was announced. Possibly it couldn’t be helped, but 
the fact is that news stories about the A.M.A. program 
had a “Watch out, peasants!” flavor that aroused mis 
givings on the part of congressmen, labor unions, the 
public and, in fact, many physicians. Coming on the 
heels of A.M.A. action rejecting the proposals for a 
Blue Shield 


assessment accompanying 


national Cross-Blue health service, the 


vote, with its resolution 
‘reafirming belief in the principle of medical care in 
sounded like the violin 


The 


surance on a voluntary basis, 
section at an open air concert on a rainy night. 
players were trying hard, but the music was flat. 

By contrast, the subsequent action of the American 
Hospital Association’s board of trustees was intelligent 
and courageous. Shunning everything-is-wonderful- 
now publicity, the hospital group voted to go forward 
with its part of the national health service program 
aimed at providing voluntary prepayraent coverage on 
the broadest possible scale to the greatest number of 
people. Whether the Blue Cross Health Service asso 
ciation will be able to write medical benefits on a cash 
basis where needed remains to be seen. In any event, 
failure of hospital and medical groups to move forward 
side by side in the national prepayment field will pro 
vide aid and comfort to opponents of the voluntary 
method —a loss that can scarcely be recovered now 
by telling the people, however eloquently, that they 
‘already enjoy the highest level of health, the finest 
standards of scientific medical care and the best quality 
of medical institutions thus far achieved by any major 
country of the world.” Nobody doubts it. 

The plain fact that hospitals are facing up to, but 
doctors are still backing away from, is this: Americans 
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Forward 


are going to prepay the costs of illness. If this inten 
tion is recognized and met half way, the many glaring 
fallacies of compulsory health insurance can be demon 
strated persuasively to everybody who can add and sub 
tract. If the people's intention is ignored or treated 
lightly, however, the fanciest public relations antics 
in the country won't keep medical and hospital care 
off the political toboggan. It shouldn't happen to 


three million dollars. 


Ah, Philanthropy! 


| ing hospital fund-raisers 
{ 


mad and campaigns going 


like 


at fever heat all over 


charging around 


the landscape, it isn’t surprising to Come across occa 


sional reports of fund-raising tactics that seem better 
The 


most 


suited to a hod-carriers’ benefit than a hospital. 


worst abuse, and the one that seems to be the 
prevalent, is the practice of holding a gun at the head 
of the hospital supplier, whose donation, under the cir- 
cumstances, is about as voluntary as the money saloon- 
keepers pay to keep goons from smashing up the 
premises. 

There is no reason a manufacturer or distributor in 
the hospital field shouldn't be asked and expected to 
contribute generously to hospital funds in the com 
munities where he maintains plants or offices, on the 
same basis that these hospitals may seek support from 
local manufacturers in the gas burner or greeting card 
business. But when a hospital in, say, Maine puts the 
bite on a hospital supplier in Chicago for a contribu- 
tion, the unstated but plain implication is, “Kick in, 
brother, or go peddle your hardware to somebody else!” 
Usually in such cases, the tax is paid. Ultimately, the 
total amount of these tributes is reflected in the price 
of the supplier’s merchandise and, finally, spread on 
To that this 


practice prevails, we can smile when we say 


the nation’s hospital bills. the extent 
‘volun- 
tary hospital.” 


Another gambit that has been dreamed up by cam- 


4) 











paign chairmen with a shrewd knowledge ot human 
nature is publication of a list of givers to the hospital 
fund, together with the amounts of their contributions 
The dodge here, of course, is that Jones and Smith, 
both of whom are trying to impress Brown, will play 
brother’s keeper at higher prices when all the lights 
are on. Unquestionably, this maneuver builds pressure 
which produces larger gifts now from Smith and Jones 

an end, it could certainly be argued, that may justify 
On the 


may 


other hand, however, the use of 
that hurt the 


the means 


such lists create resentments will 


hospital in the long run more than the additional 


will help 


money I 


Only fuzzy-minded philosopher, probably, would 


raise a question about the wisdom of a hospital engag 
ing in any practice whose ethics might be regarded as 
On 


isn’t any question at all 


doubtf nq matter what the practical advantage 


another point, however, ther« 
It is just plain stupid for the hospital not to acknowl! 
edge gifts to the campaign and thank the givers, if only 
with printed postcards. The person whose contribution 
is completely ignored gets mad, and this is a ime when 
it isn’t smart to let people think that voluntary hospitals 


are interested only in their money—even when it’s true 


Support the College 


R! PORTERS 


with hospital administrators 


salesmen and others who come in con 


have often re- 


marked on the extraordinary cohesiveness of the group 


The hospital crowd is like a college fraternity,” one 


observers said not long ago. “If you know the 


outside r is always 


of these 


ill right, but an a bar 


Only a 
nistrator can fully understand the peculiar 


job and its occupant 


n for this is not hard to find 


ires to which the 
members of a combat unit who have 
no outsider can ever know 
ire drawn together by the bond 

mmon, and uncommon, responsibilities 
good fraternity must, the hospital brother 


sharp eye out for likely material. In 


me mbe rs 


new 


been rei ruited from a 


medic ine, 


new have 


rces—nursing business, hotels 


in recent years, however, the requirements 


nbership have been stiffened and systematized 


eptions, today’s pledges are given a year 
tining and internsh:p or institute attend 


them for initiation as full-fledged mem 


renerally superior performance 


sared initiates, and thinking about 


ahead for the whole fraternity, 


brothers id ters have now decided to expand 


nd strengthen the preparatory program. More spe 


cial courses or institutes, broader university training, 


better methods of student selection and scholarships 


for deserving students are the specific objectives. Un 
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educational will 


eventually become the only route to membership; its 


quesuonably, the new discipline 
strength is thus the strength of the entire field and, 
ultimately, the strength of the American hospital system 

As it did when Socrates taught geometry to the slave 
boy, education offers man his best hope of dealing 
In the hos- 
pital field as elsewhere, only education and religion 
can Members and 
friends of the hospital brotherhood can provide no 


more successfully with his environment. 


improve human _ performance. 
better guarantee of security for members, strength for 
the institutions they direct, and better health for the 
communities they serve than by supporting the educa- 
tional program of the American College of Hospital 


Administrators 


Plus Ca Change 


W —_ The MoprERN 


duces a number of changes that have been under 
cover de- 


this issue, HOsPITAL intro 


consideration for many months. The new 


sign, page size, headline type and styling throughout 


have been planned with the aid of design experts to 
make the magazine more attractive and readable and 
to permit greater flexibility of page layout so that an 
increased quantity of illustrative material may be pre 
sented to best advantage 

Speaking of the cover type created especially for The 
MopERN Hospirat, the designer said, “The design 
Hos 
pital administration is dynamic, ever moving toward 
a goal that itself is always in motion. The oblique 
face of the new title type is also moving forward. All 


symbolizes the field which the magazine serves 


the elements of the new design are in appropriate 
optical motion.’ 

In another significant change introduced this month, 
the Trustee Forum, a feature initiated by this magazine 
as a service to the hospital field several years ago, be 
comes the Volunteer Forum. The expanded field of 
coverage of this section will now include the activities 
ind interests of women’s auxiliaries and other volun- 
teer groups, in addition to the hospital trustees whose 


With these 
important 


needs the forum was originated to meet 


volunteer groups playing an_ increasingly 
role in hospitals today, articles describing and inter 
preting their work should be of interest to adminis 
trators as well as to the auxiliary members and trustees 
to whom this material may be passed along. 

The new cover, size, style and content are presented 
herewith with the earnest hope of the editors that these 
innovations will find favor with MODERN HospPITAal! 
readers, whose tasks are certainly among the most dif 


For 


thirty-five years, this magazine has existed for the pur 


ficult and the most important in our society 


pose of contributing in every possible way to the effec 
The 
new features introduced now will succeed in accordance 
as they may aid in the achievement of that continuing 


tiveness with which these tasks are performed 


purpose 
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Dr. Bundesen (right) 
talks over nursery tech- 
nics with Administrator 
Ralph Hueston of 
Wesley Memorial Hos- 
pital as nurse execu- 
tives join in discussion. 


Photographs courtesy Look Magazine 


Control of EPIDEMIC DIARRHEA 


is the hospital's responsibility—Bundesen 


EPIDEMIC INFANT DIARRHEA CAN BE PRE: 
vented. The disease that physicians, nurses and hospital 
executives dread more than any other is within their 
own power to control. This is proved by our experience 
in Chicago, where these groups have joined forces with 
the health department in a positive program to eliminate 
epidemic diarrhea as a threat to infant life and safety. 
The record is plain: not a single epidemic in any one 
of our fifty-seven hospitals since our program went 
into effect eleven years ago 

We do have isolated cases of infant diarrhea in our 
Chicago hospitals, it is true. Such cases are impossible 
How- 


ever, these occasional cases have been controlled without 


to prevent in the light of our present knowledge 


any severe outbreaks over a period when mere than halt 
a million babies were born in our hospitals and cared 
for in our hospital nurserics. The fact that this period 
included the war years, when hospital nurseries were 
overcrowded and there was an acute shortage of trained 


personnel, makes the record even more remarkable 
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What has been done in Chicago can be done in hos 
pitals everywhere. We have no knowledge that is not 
available throughout the medical, hospital and public 
health fields. Our technic is one of organization and 
enforcement, of making the knowledge that we do 
have work effectively twenty-four hours a day. The same 
results can be achieved in any institution, in any city or 
town, given the same singleness of purpose and the 
same cooperation we have achieved here. 

After a tragic outbreak of infant diarrhea—the kind 
that may cost a dozen lives in the space of a few hours 
or days—one often hears the responsible officials com- 
plain that they had no authority to enforce observation 


> DR. HERMAN N. BUNDESEN is president 
of the Chicago Board of Health and has 
been the city’s chief health officer for the 
last twenty-five years. His books and articles 
on infant care are known to millions of readers. 
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—__ 2. 


WRONG: Nurse here is using poor hand-washing RIGHT: Thorough scrubbing with soap and scrub- 
technic, may carry dangerous germs to babies. brush, up to elbows, is right way to get clean. 


WRONG: Catch-all container for thermometers is RIGHT: Individual thermometer for each infant, 
invitation to infection. Mask is off, hair showing. kept in a separate container with sterile solution. 








ot the regulations that might have prevented the 
tragedy. In most cases, this is nothing more than an 
excuse, and a weak one. The executives responsible for 
safeguarding infant lives in hospitals must demand 
authority commensurate with their responsibility. Where 
hospital nurseries are concerned, the chain of command 
must be crystal clear from top to bottom of the organi- 
zational structure. Regulat:ons governing every detail 
of maternity department and nursery operation and tech- 


nic must be stated and understood plainly. No departure 


from the written regulations can be tolerated under any 
circumstances if safety is to be maintained. 

Hospital administrators from other cities have often 
told me that they could control nursery technic easily 
if it weren't for the fact that doctors on their own 
medical staffs are often the ones who break the rules. 
A pediatrician with a busy practice, for example, may 
step into the nursery for a quick look at one of his 
patents without taking the necessary precautions, Or the 
chief of obstetrics may tell a favored patient she can 
have visitors in numbers or at times forbidden by the 
hospital rules 

"I can't control what the chief of staff does,” one 
administrator told me, “and his violations tend to break 
down the whole system. It’s hard to crack down on a 
nurse for a minor break in technic when she sees doc- 
tors ignoring the regulations completely.’ 

Most of these situations can be solved by coopera- 
tive effort between the hospital administration and staff, 
I believe. Often a nursery committee of the staff will es- 
tablish and maintain safe practice rules, setting up ap- 
propriate disciplinary measures to deal with infractions 

up to and including loss of staff privileges for re 
peated offenses 

When the staff committee fails to function effective- 
ly, however, it is up to the hospital's governing board, 
as the group holding final legal responsibility for the 
safety of patients, to take whatever steps are necessary 
to ensure rigid observance of maternity department and 
nursery regulations, either by dealing directly with of- 
fenders or by giving the chicf administrative officer the 
authority he needs to deal with them himself. In in- 
stances where hospital boards won't face up to this 
responsibility, the administrator who is determined to 
get results can appeal to local public health authorities 
for enforcement aid. When the public knows the facts 
about epidemic diarrhea, it will demand effective action 
by its hospital and health officials. The demand for ac- 
tion should not and need not wait on tragedy. 

In Chicago, our system is embodied in a sixty-page 
booklet, “Regulations for the Conduct of Maternity Hos- 
pitals, Maternity Divisions of General Hospitals, and 
Nurseries for the Newborn.” Backing up the regulations 
is a city ordinance giving the board of health authority 
to inspect hospitals and enforce compliance with the 
Standard technics. Fortunately, the hospital people of 
Chicago have been uniformly cooperative, so that our 
group of physician and nurse inspectors operates as an 
advisory staff rather than as a police force 

The regulations cover all phases of operation of ma 
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WRONG: Soiled and wet diapers and other wastes 


are on floor, nurse is touching the receptacle lid. 


RIGHT: Lid of waste disposal receptacle operates 
by foot action, and diapers are dropped in safely. 








ind nursery facilities, but sion, the chances for the spread of in 


can be referred to one of the — fection are increased. In addition, the 


hree basic principles on which general untidiness may lead to sloven 


system was establish eleven yeat liness in technic 


vo. These are l aintenance 


idequate 


Receptacles for the waste and dia 


properly trait per disposals shall have foot control 


vised medical and nur All containers shall be constructed of 


complete  isolat mpervious material and shall be kept 


showing any suspicious 


covered except when wastes or linens 


idherence Inte 


them. Receptacles 


the concept swinging top, to be 
considered 


wastes an 1 


one intant ontaminated ush in | } are not 
° 


soiled 


removed at least once 


utensils (such as bedpans) com 


in contact with the patient should 
ndividu all be adequately 
ansed ilized after each use 

utensils frequently are 
infection 


il coming in contact with 


ce of infection, in 


the infant, shall 


lestroy operly sterilized 


insported n t Nn an aseptic 


manner befe subsequent use. This 


is dressings 


PERSONNEL 


hospitals must 
personnel consisting 
ns, resident physi 
Ss, nutritionists 
CoOMeESTIC pe! 


ing and num 


routine and 


newborn infants 


newborn 1 


nterns and other 


second a 
those regularly employe 


room l ; or pre 


shall De ex 


ian designated by the hos 


Management, with particular ret 


to evidence of infection of any 


They shall be certified by him as 
being from 


sort 


free any communicable 


disease. The examination for focal in 
fections shall include a careful inspec 
tion of the skin and a careful examina 
tion of the nose and throat. The report 
of the examination shall be in writing 
shall be 
hospital 

Any of the 


ternity 


and placed on file in the 


personnel in the ma 
shall 


physician designated tor examination 


division also report. to 


ind cultures whenever there ts) sus 


picion of any infection. It is important 


to determine at once whether in 


dividuals with symptoms of illness 


have a communicable infection. Those 


having infection should be immediate 


ly eliminated from the maternity 


division to help prevent outbreaks 


of disease. Since many communicable 


disorders are highly contagious early 


in their onset, the they 
be detected and the 


sooner can 
individual re 
moved division 


will be for 


trom the maternity 


the less chance there 
spread of the infection 

All employes in the maternity divi 
sion should be required to report im 
mediately for examination if they feel 
ill previous to or during their hours 
taken of 


individual 


of d Cultures should be 
the nose and throat of an 


having suspicious respiratory symp 


toms, and stool 
made 


cultures should be 
whenever he has diarrhea 

All hospital personnel having up 
per respiratory or other Communicable 
trom the 


All 


absent 


infections shall be excluded 


maternity 1 nursery services 


ndividuals have been 


t 


ot any illness shall 


the maternity divi 


] 


examined by a physician 


the hospital manage 


certified to 


by such physician as not suf 


iny condition that may 


endanger the health of the mothers or 


their infants 


nyone Whose hands come in 


contact with any patient should take 
the necessary precautions to Carry out 


septic technic before coming in con 
This 


important in 


act with such patient precau 


tron s especially con 


nection with the care of parturient 


ind puerperal women and newborn 


infants. By aseptic technic, insofar as 


the nursery is concerned, is meant 


particularly, ethcient washing of the 


mands whenever they become con 


taminated, and the wearing of a clean 
cap and gown 


Upon first entering the nursery and 
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after having been out of the nursery 
for any length of time, the hands shall 
be well scrubbed with a brush for at 
least five minutes, using plenty of 
soap and warm water; the nails care 
fully cleaned, and the forearms 
scrubbed and rinsed 


CAPS, GOWNS and MASKS 

All physicians, nurses, interns and 
other attendants in the delivery room 
shall wear clean gowns, caps and et 
fective nose and mouth masks. Per 
sonnel in the nursery or premature 
department shall wear clean gowns 
ind caps. Street clothing ts always 
contaminated. The hair also carries 
bacteria, and the secretions from the 
nose and mouth may contain highly 
infectious organisms. Because the 
infectious nature of the clothes, hair 
and secretions, it is possible for one 
tO transmit infection to patients in 
the maternity division unless the 
necessary precautions are taken. Effec 
tive nose and mouth masks help to 
prevent spray or droplet infection 

Once a gown has been removed by 
any individual, except a nurse, it shall 
be discarded and sent to the laundry 
No individual shall wear a gown worn 
by any other member of the person 
nel until it has been sent to the Jaun 
Iry or autoclaved. A nurse may wear 
gown for the duration of her daily 


duty, but no longer than eight hours, 


provided it does not become grossly 


contaminated by urine or stool, or by 
infectious secretions or material. Any 
gown which becomes contaminated in 
any of these ways shall at once be dis 
carded and laundered. If short-sleeved 
gowns are worn, the hands and arms 
can be washed more thoroughly 

A satisfactory cap ts made of mus 
lin or similar material. An ettective 
cap must completely cover the hair on 
the head. Training school caps are not 
satisfactory. A clean mask should be 
put on when the nursery ts first en 
tered. A. satisfactory mask may be 
made of from four to six layers of 
gauze and shall be large enough ade 
quately to cover the nose and mouth 
The mask shall be discarded as soon 
is if is removed. The mask shall not 
be worn tor longer than four hours 
and shall be discarded as soon as 11 
becomes damp. The mask shall not be 
left hanging around the neck 

When a mask is taken off, it should 
be discarded and promptly placed 
in a suitable container, such as a paper 
bag for soiled masks. The mask should 
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WRONG (top): The doctor has slipped hastily into his gown, which hangs 
loosely against sides of bassinet. He has neglected to put on cap and mask, 
as demanded by proper technic. Hands resting on crib are needless hazard. 


RIGHT (bottom): Here the doctor's short-sleeved gown has been put on and 
properly tied. Mask and cap are in accordance with rules, and he is ap- 
proaching baby carefully. Good nursery technic demands observance of rules. 
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WRONG (top): Hospital room is no place for family party! Baby in room with 
visitors is absolutely prohibited. Too many visitors will tire the mother. Guest 
sitting on bed is out of order; touching the baby's face is an idiotic risk! 


RIGHT (bottom): Husband visiting wife alone at proper visiting hours (never 
at any time when babies are out of nursery) is proper practice. Keep hands 
and clothing a safe distance away from bedclothes to avoid contamination. 


not be worn again until laundered 
and sterilized. It is well to remember 
that a mask soon becomes contam- 
inated from secretions and the breath 
It should not be handled after being 
put on, as the fingers and hands of 
the wearer may thus become con 
taminated 


VISITORS 

Only one visitor, who shall be re 
quired to wear a gown, shall be al 
lowed in the labor room. No visitors 
are permitted in the delivery room 
Visitors shall be restricted to a mini 
mum, and there shall be not more 
than two visitors a day to each mother, 
exclusive of the husband. Those hav 
ing an existing or recent. com- 
municable infection, as well as those 
having contact with such infections, 
should be excluded. It is urged that 
hospitals instruct obstetric supervisors 
and nurses to observe and, if necessary 
question visitors for evidence of colds, 
upper respiratory infections, or any 
other evident infection, and exclude 
all those found to have such infec 
rions 

If visitors are permitted, regular 
visiting hours shall be established. At 
no time should there be so many 
visitors in a ward that the room 1s 
crowded. Visitors should at no time 
stay long enough to fatigue the pa 
tient. When the patient shows the 
slightest signs of fatigue, has pain, 
or fever, it is best to exclude visitors 
During the first seventy-two hours, it 
is highly desirable that the husband 
be the only visitor. No visitor shall 
remain with the mother more than 
two hours in any one day, unless the 
patient is critically ill 

Visitors to mothers shall be ex- 
cluded during nursing. Visitors shall 
be excluded during the breast feeding 
period, not only from the rooms of 
mothers, but from the corridors and 
any other place in the maternity divi 
sion except a visitors reception room 
Visitors shail not at any time have 
contact with infants. Whenever babies 
are shown to visitors, there must be 
complete separation, by a glass win 
low, of babies from visitors. If in 
fants are shown through a window in 
a door, the door must be kept closed 
Showing a baby to visitors through 
an open door shall not be permitted 

Visitors shall not sit on the patient's 
bed or place their clothing on it. Coat 
hangers and hooks or costumers should 


(Continued on Page 88.) 
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SYCHOLOGISTS know today that 
individuals differ in their capac 
ities, in their personalities, and in 
We know 
that they differ much more in mental 
than in 


their emotional behavior. 


and emotional capacities 


We 


that the individual varies in his emo- 


physical capacities know also 
tional reactions from day to day and 
We know that the 
organism is an 
whole so that what affects one psycho 
other 


week to week 


human integrated 
physical area has reactions in 
areas of the personality and perform 
ance 

We know 
study and succeeding researches that 


from the Hawthorne 


work situation there exists 


informal 


in every 
a probability — of 
whose leaders have the loyalties, set 
per- 


gr Ups 


the standards, and control the 


formance of the individuals in the 
We know that these groups 


and 


group 


have more stability continuity 
than have the individuals composing 
them, and that the group probably 
acts less rationally and more emotion 
ally than do many of the individual 
members 

From attitude studies we think we 
workers want from their 


know what 


work 


SECURITY COMES FIRST 

1. Security, which can best be de- 
scribed, in my opinion, as the feeling 
the individual has when he has ad 
justed his capacities and expectations 
balance in various 
groups, and the feeling that this bal 


ance cannot be unreasonably, abruptly 


in a_ reasonable 


or arbitrarily changed by anyone. 

2. Recognition, which I define as 
the feeling that a certain status as an 
individual has been achieved with the 
group and is acknowledged by the 
group 

3. A miscellany of other wants and 
needs which probably includes oppor 
tunity for individual development in 
attaining security and status, perhaps 
minimum of 


the necessity of some 


attention from those we 


And we might add a human 


respect Or 
love 
peculiarity, a desire for new experi 
ence, #.¢. variation in the environment 


consistent with security of status 
We also know that since the work- 


ers emotions and personality are af- 


Condensed from a paper presented at 
the Tri-State Hospital Assembly, 1948 
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Training in 


HUMAN RELATIONS 


Begins With the Supervisors 


C. E. AULTZ 


Associate Professor of Personnel Administration 
Roosevelt College, Chicago 


fected by his whole environment, the 
eight hours a day he spends on his 
job are influenced in diminishing 
effect by what happens in his family 
home, his 


and community, 


Ordinarily we are 


city, na 
and world 


certain that a revolt in Colombia will 


tion 


not react on the adjustment of the 
average employe 
But can a change of government in, 
say, Czechoslovakia be said to be en- 
individual 
Not if 


this political change results in con- 


tirely devoid of effect on 


and group morale at work? 


tinued inflation in the worker's coun- 
try, not if it results in continued short- 
ages of goods and services, not if it 
results in the draft or universal mili 
tary training and his children’s lives 
We are 
just beginning to realize that as_ the 


are immediately affected 


world becomes an integrated family, 
the wave of the remotest action finally 
causes a ripple on the consciousness 
of even the most insensitive individ 
ual and, in consequence, an effect on 
job satisfaction and performance 

In every organization we have to 
measure success not against perfection 
but against the performance of other 
similar en 


do the 


similar organizations in 


We 


advanced job we can in human rela 


vironments must most 
tions, we must try to perfect that job 
through all levels of our work group, 
and we must participate otherwise in 
perfecting human 
community, 

The 
which we must adopt even to ap- 
relations 


organization in 


nation and the world 


new theory of management 


proach human solutions 


should consider technological proces- 
actual human 


ses, production, and 


relations as three interdependent activ 


ities and should give the human rela- 
tions function of the organization its 
policy 


rightful importance in all 


For unless a 
worker can be led to 
best method of doing a job as his 


be better to let him do 


decisions instance, 


accept your 
own, it may 
it his own way and thus get some 
personal satisfaction from the job 


Als« » 


production are 


once the human purposes of 


considered, perhaps 
we shall radically revise our ideas 
of the efficiency of the assembly-line 
method of production. Policies and 
plans made all through an organiza 
tion affect human relations, and the 
control all these 


supervisor Cannot 


effects alone 


DEMANDS AND REWARDS 
One of the greatest sources of dis 
satisfaction to the supervisors must 


be the of the virtues 


demanded as compared with the re 


Ince Nsistency 


wards xiven tor SUPervVISOry service 


It is as if all the failures of an or 
ganization had to be corrected by cre 
ating a superhuman individual to in 
management and 


terpret between 


workers and be wiser and more in 
telligent than either group 

Let us pick out some of the re 
quirements A supervisor must b 
of the highest intelligence and of nor 
mal temperament. He must be an 
expert in human engineering as ap 
plied to both himself and others. He 
interest in and 


understanding of 


must have a sincere 


sympathetic every 
person in terms of emotion as well as 


knowledge skill. He 


derstand group thinking, group feel 


and must un 


ing and group action. 


The supervisor must be a_ psycho 
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therapist even if he has only amateur 


standing 


He must be willing to ac 


cept responsibility, and then be will 


ng to delegate it. He must be loyal 


his men and w his employer. He 


should have greater vocabulary de 


velopment, be more objective 
thinking 


ind 


im nis 
than 1 the average person 
nave nterests 
ind abilities 
One ot 


hought mm this re 


levelopment appears 


es reveal (tha first-line = supervisor 


have tewer of all these desirable at 


ripbutes 
LOOd jt 


l 
first-line 


whe be st i t 


where they deal ith fewer 
on a supposedly 


My soluti 


perhaps ¢ 


mp 


measured mu 
of people supervised 
level of imp 


Maybe 


level is where ¢ k { 


rtance deen pside 


down mportant 


least important wt 


muinistrator coordin 


ment heads 


TO INCREASE EFFECTIVENESS 


Assuming we have available in 


supervisory staff and 
supervisors persons 
ightly above normal 
i normal measure ¢ 
experience in the school 
knocks, how then will we 


increase the effectiveness 


upe 


First 
1 proce 


ites for supervisory ind 
eliminates the below 


positions 


normal intell 


vences, the unadjusted temperament 


ind those unqualified by interests and 


We 


tf personnel tor 


will call on the 
measurements to back 


terviewinyg 


technics 


SOc! 


We 


designed & 


take 


develop the per 


Will, of course meas 
ures 
sonnel point of view, a philosophy o 


human relations, throughout our or 


ganization so that no one stands alone 
and all policies and proce: 
the human relations point « 


We can ge 


velopment 


farther in 
point if we 
tully 


participation im 


ipproach the idea of 
COOPeralive 


m objectives if democratize 


entire concep ‘ € organ 


l 1On { il Lil we 


SHOU 


on every decision, Dut Chat 


tative supervision and pooled 


judgment process should used all 


the way up and down. It may be 


me-consuming but I believe will 


be more efhcient than 
controlling an organiz 
morale 
These pre req Lisites 
rm program 


How d 


corrective training 


supervision 


pervisors 
Training 

behavior 

ficult of 


we ha 


effective mmonest 


wave been lectu discussion 
conference-discussion of 
logical and sociological 

man relations or the discussion 
which 


tual or simi 


ut these 
even when 
training 


oo 


rian 
ty ink it human relations 


problems rather than to change the 
dail practice ul I Th 
is bec iuse the 

ethcient in thi 
rather .than ju 
edge) unless the wr 
way of immediately 

ittitudes and new behavior 
inderstood in acquiring job skills cl 
the trainee must at once perform 


job in the correct manner, that 


must make it pa 
physical mechanisn 
ply hold the 1 
n his memory 


What 


relat ns 


effective 
skill 

trainee pa irning $s 
uation in ego-involving way 
One 


probably ct 


the problem says that 
14d } 


memmod woul be 


t lenr 
stuacn 


i« rainer, skilled in tech 


ric it the elbow of the trainee 


hroughout the real life situations met 


iring the day. Obviously, this on 


the-job method is impractical for eco 
nomic and other 


Otten 


reasons 


there great loss in the 


ag berween the discoveries of social 
SCLENTISt n thi wld of human re 


j 


these discos 
partly 
knowledye 
comes oul 

ms labora 

me reason 

Atories ] 
cconomMic oF 
practic il and 
in human re 
keep abreast 
try them out 


<} 


SUPErVISOrS 


SUPCPVISOFS 


them 

or trainer is alert 
and behavior revealed by 
oes not propound 
n a blunt 
and in 
reasons the 
iblese me man 
1¢ group il 
to handle th 


acquire 
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needs and 


ot his approach ¢ these 


personalities 


Some of the authorities in the 


j 


psychodrama field say t coach OF 


group teacher must especially 
trained in the technic in the few 


schools where such 
Practically, | 


personnel directors 


vraduate training 


is given think we can 


realize that our 


r training supervisors in many Cases 
would be i 1! by knowledge ot 


psychology sociology plus conter 


ence technics tO adapt our supervisory 


raining to this method 
it can be less 

ld methods, or th harm cat 

come to relationships 1 le Organiz 

ton After the inical novelty ter 

the tramuing 


l am 


the experience and it ld 


group has disappeared 


pretty certain they would enjoy 
| sin rtly 
produce more 
man relations matters 
ently used 


One 


been 


methods 
other technic 
is neglected 

the therapeutic interview 

Here, again, | think 


practic al 


SC ling 
rust our psychologist 


] } t 
personnel director if become adep 


the nondirective interview with su 


pervisors. While improvement may 


mmediately be shown in supervisory 
performance with = tl role-playing 
need t 


upervisors by 


method of training, we may 


up for 


scheduling of 


follow 


some 
Interviews 


encouraging 


n which they pour out their troubles 


skillfully 


find their wn faulty 


to a ‘listener’ who helps 


them attitudes 


thout telling them 


behavior w 


Conterences 


some results with the intelligent st 
gets the 


knowledge 


pervisor whi Opportunity t 


apply new before it 
} 


limmed memory. These 


methods 


NON -CLE 


involving however, necess 


rare a long CONTINUOUS 1Ob r% shx Ww 


even meager results. | recommend the 
alitied 


role-playing methox Some qi 


person may be sent to observe the 
psychodrama at one of the centers 
where it is used. Experiments either in 
individual hospitals or through 


shx uld be 


asso 


ciations undertaken and 


knowledge of the results should be 


published, using morale surveys, ab 


sentecism, turnover or number of 


vrievances as measures of value. We 


fo not have too much time to learn 


to live tog in this world, and the 


natural place to perfect human rela 


tions first is in the work place and 
the community 
Vol. 72, No. | 1949 
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SHADYSIDE CHARTS ITS HISTORY 


HOSPITAL, Pitts 
1866. As 


annual 


HADYSIDI 
burgh, was founded in 
the time for its eightieth 
approached, the adminis 


William | 


relations 


meeting 


trator Berron, and the 


director, provided 


public 


with ample and carefully preserved 


} 


records of eighty years, searched for 


concise method by which to por 
tray the overall piceure of the hospi 
entire 


al progress through its 


existence. They found the answer in 
few simple charts 

matter was not 
The 
patients admitted became the subject 
of Chart No The 
in the hospital became the subject of 


No. 2 Chart No. 3, it 


the daily 


Significant subject 


difficule to select number of 


number of births 


Chart was 


decided, should show aver 


ige census, with the average number 
of days’ stay per patient superimposed 


Chart No. 4 


iverage cost per patient day, together 


upon it showed the 


with the average income received 


from patients per patient day 
Dealing with admissions, births and 


daily census, the first three charts 


served to illustrate the hospital's con 


tinually growing service to the com 


munity The fourth chart, dealing 


with costs and payment, called atten 
tion to the hospital's tinancial ex 
perience 

work 


charung was 


Attractive en 


The original 
done by the hospital 
largements of each chart, with color 
then made by 


exhibit at the 


and illustration, were 


1 sign studio, for 
eightieth annual meeting of the trus 
tees and corporators. After the meet 
ing the charts were put on display 
They were later re 
The Voice of Shady 
le, a hospital publication 

KATHRYN H. POWER, public relations 
Shadyside Hospital, Pitts 


in the hospital 
produced in 


Sic 


divector 
} rt j 











Left: After the foam shampoo, 
the beautician puts the drier 
over the patient's head. Op- 
posite page: Ready for the next 
customer, the operator enters 
with her portable beauty shop. 


mobile BEAUTY SHOP tanishes boredom 


and restores patients’ morale 


OSPITALS 


cively 


have but mpara 


recently recognized the 


mMporctance ot envire nmental influ 


ences in accelerating the recovery of 


the sick. It is now accepted that the 


tmosphere within the hospital should 
ipproximate the background of which 


the patient was a part before his ad 


mission. In keeping differences be 


tween the hospital and home envi 


minimum, we try 
the tensions and anxieties 
by unfamiliar and sometimes 


This is mere 


terrifying surroundings 


ly one aspect of the gi human 


Zing he spitals 


For example, because has been 


established that colors have therapeu 


tic value, rooms and ills are now 











Lying n bed 

With Nothing to dc 
Wishingy Bf could 
be gia@morized 


by someone wh« 








knew 


ANTHONY J. DELUCA 


Administrative Intern 
Menorah Hospital 
Kansas City, Mo. 


painted in attractive colors. The in 
terior of patients’ rooms, the furniture 
and spreads look more and more like 
those in their own bedrooms at home 
The od 


wcteristic Of hospitals are considerably 


rs that were formerly so char 


reduced. Ceilings are soundproofed to 


j 


lessen noise. Food is served on gaily 


colored china and plastic ware, and 
is selected and arranged on_ the 
color combina 


iy in harmonious 


tions. Every possible physical detail 
is exploited to place the patient at 


ise in his strange surroundings 











i dd up a pamphlet 
| 


and idlyj read 
Have — hair done 
while lying in bed 








Should we not go beyond mere im 
provement of environment 


well to the 


hospital 
ind devote attention as 
physical appearance of the patient as 
an instrument for his or her recov 
ery? Can we, by providing patients 
a beauty service in the hospital, ex 
ploit their vanity to bolster morale 


and to instill in them an_ incentive 
to get well? This experiment is now 
being tried at Menorah Hospital, 
Kansas City, Mo., and 


ers as well 


at several oth 


Our experiment consists of bring 


ing the services of a beautician to 


the patients room by means of a 
beauty cart on wheels. At the bedside, 
all kinds of beauty treatments can be 


given, such as shampoos, waves, mani 


- 





a 
\ 


Say! fhi§ sounds 
too g@od to be true 
But tutned the page 
To see what to do 
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cures, facials and even pedicures. This 
novel idea has been accepted with a 
great deal of enthusiasm by both pa- 
and When inter- 
viewed, patients state that the refresh 


tients physicians 
ing shampoo, the glamorous hair-do 
or the relaxing facial raises morale 
better. Our 


show 


and makes them feel 


nurses that 
marked 


look 


to avail themselves of this service as 


report patients 


improvement in mental out 


The doctors encourage patients 


means of transferring their atten- 
tion to positive health and away from 
the discomforts of their illness. 

The installation of roving beauty 
service brings up such problems as 
procurement ot personnel, type of 
equipment to be used, nature of serv 
ices to be offered, financial arrange- 
ments, administrative-medical consid 
erations, technics of publicity, ele 
ments of liability, and many others 

The 


is owned and operated by the pro 


beauty service at our hospital 
prietor of a beauty salon in the com 
who is responsible for pro 


full-time 


munity 
viding a beautician on a 
basis, as well as for providing such 
necessary incidentals as 


supplies, linen and laundering. In re- 


equi pment, 


turn the hospital has given an oral 
commitment that she will have exclu 
sive rights in the hospital 

The equipment consists of a porta 
inches high, 35 


ble wood cart 36 


inches long, and 18 inches wide, 
painted in pastel green (other hues 
and 


ire also available) mounted on 


soft rubber rimmed bearing wheels 
Projecting from the top is a move 
able drier that is adaptable to any 
com- 
sup 


plies, clean and soiled linen, sterilizers 
Locks can 


height. There are numerous 


partments in which are stored 


and manicuring utensils 


be installed on these drawers if de- 


The 


in a closet or corridor overnight 


stored 

The 
entire 100 
pounds and can be maneuvered easily 


sired cart can easily be 


apparatus weighs about 


even in Close quarters. It costs ap 
proximately $500 
The 


which could 


temperature of the drier, 


represent a serious haz 


“4 
ust ring for the nurse 
and make y appointment 


“ 


> 

















The price is just right 
To save disappointment 
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ard, is automatically controlled, rang 


ing from room temperature to 34° F 


room compared 


above temperature, 


to a maximum of 54° F. above room 


commercial salons 


temperatures in 
Each drier is equipped with a control 
switch which the patient can operate 


When it is 


a gentle 


while under it turned 
on, the drier stirs up only 
Patients remain under the 


1 maximum of twenty-five min 


breeze 
drier < 
utes as compared to from forty-five 
to sixty minutes in beauty parlors 
The beautician and patient get in 
with each other in one of two 
The makes daily 
patients 
usually for the 


rouch 
beautician 
rooms for 


ways 
visits to future 
appointments, next 
day, or the request the 


floor supervisor to have the beautician 


patient may 





— 





A whit leabinet came 
in-thrul the door, 

u niwith tools to 
bis look lovelier 
hén| evar before. 


AV AW 























call on her. Before approaching any 
patient, the beautician is required to 
clear through the nursing supervisor 


to prevent disturbance of patients 
who are not eligible for beauty treat- 
ments. In this manner, we protect 
patients who are critically ill, cardiac, 
the postoperative and immediate post- 
partum patients 

Before rendering any service, the 
beautician fills out a request slip in- 
licating the type and date of the serv- 
ce desired and gives it to the nurse 
to be added to the chart. The patient's 
nurse signifies her approval by initial- 

If she is 
the matter 
physician or the 


The beau 


permitted to give any 


ing each intended service. 


n doubt, she may refer 
to the attending 
house staft_for a decision 


tician 1 

















My ha { g shampooed 


and se# to my liking. 
And dried with a drier 
Faster than lightning 
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e that is mot specifically 


zed by the doctor or nurse 


From a medical standpoint, twi 
services might be questioned as con 
stituting a danger t 


patients: sham 


poos and waves As a precaution for 
he former the beauty operator washes 
he hair with a 


no-rinse tox sham 


This procedure 


poo requires no 
water either in application or in rins 
ng. It is only necessary 
foan with a towel 


the patient under cl 


permanent 
fais meta 
nt Inasmucl 

nvolves cert 
patient, 1 

ne will 
| h TT 
inless she is well on 
nvalescence Even 
s able 
permanent 
encounterc 

prevailing 

This is nor ce 1 
ditterential 
vreat d 1 of 


der 


isonable 
unpre 


cq ¢ 


hospit | 
We have received ne 


Dout prices 


The element of the hospital's lia 
] ri 


riscs 1n 


lw event of an 


recommenac 


be reser 


poses 


major 


few lemands 
ilso impress¢ 
Out came the pins and patients 
the comb went to work } 
was handed a mirror 


ana uf perked 


who looks pleased about it all. 


technics were u We 


inate enough 


were for 
receive 
Kansas City 


he UuSC 


newspaper 
ind radio p 1 in 
We publicized it in out 


Booklets fu 1 the 


organ 
manufac 
rer of pment ¢ 


mraming 


| "| 
clever sketches price dist are 


listributed inserts arc 
ndbook 
witl 


Rel. 


tives and friends have an <« pportun ty 


slipped int patients h 


As aA 
litties are placed on food trays 


reminder attractive cards 


to buy Beauty Gift Certificates in our 
gift shop which the patients turn over 
to the operator And since the job 


of selling is an ever constant one 
the operator herself is the chief sales 
man She gets this opportunity in 
her many contacts with 


making 


tew of the 


patients by 


rounds dail 


which can be 
Although 


SCTVICe Ww 


beauty 
as iginally planned for 
it has been also found feas 
extend the service to hospital 
For this small 


pers nnel purpose a 


oom with a comfortable reclining 
basin has been ma 

il consideration 
employes are lower 
being about 


community 


to meas 
tion of beauty 
dic ites that 
of bed 
morale It 
} 


SCTVICE Our expe 


t adds much to t mfort 


] 


patients and raises their 


is tenable t proved mental 
outlook, patients are likely to respond 


better Therefore t 
tnere 1s a place 


service ina pen 
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AN ADEQUATE RELIGIOUS PROGRAM 


HANKS, chaplain, tor what yo 
did for Mrs. Hertal. Don't know 
what you did, but whatever it was, it’s 
id Dr. Courtney 


few days 


ll right with me 
s we passed in the hall. A 


prior to that had stopped in my 


once 
call on 


morning and asked me t 
Hertal. The 


uu would see a pat 


one 
Mrs 


I wish \ 


request wa 
casual 
She s§ you 


k Now 


under 


of mine in Room 41 nec 
Although it 

Dr. Courtney 
stand 


like that 
So as 


j 
was said casually | 


cnougi ) 


well 


that when he makes 
it needs attention 
left | 


time 


soon as he droppe 


what I was doing at the The cor 


respondence could wait 
| found Mrs. Hertal 
cultured woman in 

At first 


thought she we 


little while 


she was SO 


ild not talk, but when 


I started to leave she asked me to sit 


flown awhile. She wanted to say some 


thing, but it was hard her to ge 


started. However, in few moments 


we seemed to be friends, and then she 
told me about her husband whom sh« 
had lost in death some six 
Although she had a 


she had never been able 


months agi 
marric laughter 
reconcile 
herself to her loss and that life 


is Just not wortl 


HER OUTLOOK CHANGED 
It could not be done in one call 
But Mrs. Hertal 


started finding things to live for, places 


within a few days 


to use her talents, and she realized also 
that she i ded in the church she 
has neglected 1 number of years 
All of this made a 
ence in her attitude. It wa 
Dr 1 


had noticed 
caused 


tremendous diftter 


Courtney 

him to say what he 
we met in the hall the other day 
This is just one phase of religion in 
hospital today. Religion plays an 
the healing arts, and 


te rstand how 


important part in 
we have only begun to un 
mportant that part 

religion in a hospiti 


Ot course 
not a new thing by any means 


back to 


Christian era 


the early centuries 


received its first im 


} 
and 


pulse from Christ himselt 
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Chaplain 


Protestant Deaconess Hospital 


was interested in the sick, 
majority of his miracles deal 
His early 


lisciples tried to follow his example 


Christ 
ina the 
with the healing of the sick 
resulted in 


which the first organized 


philanthropy in our western civiliza 
tion. The first 
were for the sick, the poor, the lepers 


A charit 


Christian institutions 
the insane and the destitute 

le spirit motivated those who exer 
cised oversight and care 

But as the 
on, religion was sidetracked out of the 
when 


centuries rolled slowly 


This came about 


nstitution 


those who had the religious responsi 
vision or in 
that 
would meet the needs of institutional 

We 

of Florence Nightingale 
vere resident clergymen in some hos 


bility did not have the 


genuity to design a program 


know, however, that at the 
there 


pitals and a religious order of Dea 
onesses did the nursing in the Pro 
testant institutions. In the Roman 
institutions religious orders 


sick 


Then, dur- 


Catholic 


ve always cared for the since 
lawn of Christianity. 
the last century, religion was again 
{ out of the 


i the 
Church-related were 


ministry to 
hospitals 
established, but aside from an occa 
sional religious service little was done 
to meet the spiritual needs of the pa 
tient until these recent years 
An adequate program of religion in 
hospital cannot be carried on by a 
clergyman who is there to retire. Oc 
inquiries from 


asionally I receive 


Ind. 


Evansville 


older clergymen wanting information 
about hospitals that need chaplains 
These men are sincere, but they are 
looking for a place to retire. As long 
as we have that conception of religion 
in a hospital we are not going to have 
in adequate program. This conception 
discouraged young and talented men 
from entering the chaplaincy. The sal 
iries offered were usually enough to 
retire on but not enough with which 
to raise a family. It was not until 
1933 that the younger clergy began to 
be attracted to the general hospital 
field as a life work. We are indebted 
to Chaplain Russell L. Dicks and his 
medical associates for bringing this 
vast field of need and service to our 


irrention 


CLINICAL TRAINING ESSENTIAL 

A hospital chaplain must be clini 
cally trained for this work regardless 
of whether he thinks he is well enough 
equipped without such training. We 
should learn from the mistakes made 
in the No matter how thorough 
his theological education or how much 
experience he has had as the pastor of 
definitely needs 


past 


i congregation, he 
clinical training for hospital work. It 
makes his adjustment to institutional 
life easier, gives him an understanding 
of religious work in a hospital he can 
hardly get anywhere else and helps 
him specialize in dealing with the sick 
It acquaints him with hospital routine 
ind opens avenues of approach he 
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ne iS spec ifically 


s adequately trained, 


wmot know unless 

trained. If he 

irses are offered today in this 

ind if he has the personality tor 

his work (in clinical training courses 

he will find that out), his ministry to 

the sick can be extremely rewarding 
na hospital 

Any adequate religious program in a 

if it 


have the wholehearted support of the 


hospital is to be effective, must 


dministrator. As a matter of fact 


nless he is interested I doubr if the 


il will have a full-time chaplain 


hospit 


ind a t program requires 


! 
on full-time 


clergyman who is chosen should 


ne who « outstandingly 


ccesst otter a salary 


best man in the 


TIE IN WITH HOSPITAL PROGRAM 


The 1 nous program will 


t 


in the 
known to 
conditions he 


known, and 


S program reas 
| 


2 nwo } ACC 
j , 
ind placing 


re of profes 


eS Nor KNOW 


must necessarily produce a feeling of 
uneasiness. Most people believe that 
those who are religiously motivated, be 
hey Catholic, Protestant or Jewish, are 
kind people and have the patient's wel 
fare at heart. If daily chapel services 
ire held in the institution, even if only 
\ few people attend, the fact that they 
ire held has therapeutic value for the 
patient 

The chaplain will call upon those 
who are referred to him by the phy 
those who ask 


sicians and nurses, or 


for him, or when a member of the 


family asks him to call. If he has time 
to do so he may go into the wards and 
rooms to speak a few words of greet 
ing. In this way he may discover many 
who want and need spiritual 


He can 


more 


patients 


ounseling return to these 


later and devote time to them 


All of 


pression at | Is 


this gives the patient the im 


cold 


hich is good pub 


not in a 


One ot most ettective means of 


helping = th patient religiously — is 


the nursing staff. For that 
reason every hospital should have a 

ited chapel where patients and 
attend. If the chaplain 


personnel may 


s academically equipped he may teach 
sociology and philosophy 
nursing. If not, he 


school of 

given an opportunity to 
rse that explains the reli 
Crisis Sit 


stresses arising in the 


is in illness. A good text for 


Who Is My 
New York 


Patient 
Macmillan 


urse 1s 


training will help the nurse 


nderstand the work of the clergyman 


The hospital has neglected a great 


ield in public relations right here 
When the 
lergyman it leaves a good impression 
called 


how 


nurse is Courteous to the 


\ minister not long just 


ago 


to tell me courteously he was 


i by a nurse when he came to 


Visit a patient whom he did not know 
ho had him. He 


d never been 


sent for said 
received so 
urteously in a hospital before 

Such training will help the nurse 
be a better Ideals of 
make all the difference in the world in 
The 


patient knows little about the scientific 


nurse Service 


he nurses care of the patient 


end of his nursing care, but he cer- 


inly is aware of how he is treated. 


vh her attitude the nurse gains 


confidence, and her authority in 


the sickroom is conditioned by what 


he patient thinks of her. An adequate 


religious program in a hospital will 
be reflected in the nursing care 

However, an adequate religious pro 
gram does not stop with the nursing 
care. It is soon recognized by the 
medical and surgical staff. The physi 
cians know the importance of mental 
and spiritual factors in the healing 
arts. When the religious program is on 
such a level it will elicit the confidence 
of the statt 

Annual clergy-physicians dinner 
meetings can be held under the auspi 
ces of the hospital at which the men 
become 
Care should be ex 


ot these two vocations can 
better aequainted 
ercised to have the two vocations 
equally represented in the presentation, 
and time should be allowed for discus- 
sion. We are having our fourth an- 
nual meeting at Protestant Deaconess 
Hospital, Evansville, Ind., this year, and 
the interest and attendance grow each 
year. We find that the physicians are 
just as much interested in this program 
is are the clergymen 

An adequate religious program in a 
hospital should eventually reach every 
The 


patient's first contact with the hospital 


person who is employed there 


is in the admitting department. It ts 
important that the personnel be kind 
Ideals of service are 
This 


may also be said of other employes, 


and considerate. 
nurtured by religious motives 
such as the x-ray and other technicians, 
the orderlies, the physical therapy statt 
and all 


contact with the patient, including the 


others who are in personal 


cleaning women. All these can make 
an impression that will engender either 
confidence or anxiety 


TO MOTIVATE EMPLOYES 

In order to motivate these people 
religious services should be held occa 
sionally on hospital time when they 
They influ 
through 


can attend can also be 


enced department heads, or 


occasional personal visits by the 
chaplain, or by letters sent to them by 
he administrator or the chaplain or 
both 

In other words, an adequate religious 
program in the hospital should eventu 
ally reach every person in the institu 
tion. It will quicken the sense of 
responsibility on the part of all those 
connected with the institution. Its pub 
lic relations value alone is worth what 
it will cost the hospital to maintain 1t, 
but its real value lies in the fact that 
the hospital is interested in the spir 
itual health of its patients and per 
sonnel 
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Here are SUGGESTED REMEDIES 


for the Ills of Nursing 


Director of Nurses 


ANY 


resent nursing problems, we must 


attempt to discuss our 


I" 


realize that the nurse is affected by 


the same contemporary events that 


have influenced other groups of peo 
ple; and even though she may be in 


1 service field, she still is, or should 


be, a community member and conse 


quently will be moved by the same 


conditions that aftect the teacher, the 


storekeeper, and the factory worker 

The problem which is most talked 
about, but which comprises only on 
portion of the 
that of 


arising out of modern industry's offer 


present day nursin 


picture, 1s economic security 


ing of shorter hours, better pay, im 


proved personnel practices, sickness 


ind accident insurance, and retire 


ment When these were 


le available to the 


provisions 


mac industrial 


groups, nurses also began to want 


their benefits and, indeed, to need to 


participate in them in or ler tO main 


standard of living that would 
needed 


fain a 


bring them relaxation and 


form of 
time of 


enable them to realize some 


financial security in illness 


and old ag 


CANNOT MEET EXPENSE 
Employers, in taken 
the initiative in offering to their per 
accident 
The 


assisting in 


general, have 


sonnel sickness and insur 


ance and retirement plans state 
nurses associations are 
improving personnel practices, short- 
ening the hours of work, and raising 
the salary of the 


nurse. The problem 


merely one of reeducating the 


institutional 


S not 


employer, because our 


hospitals are to large extent de 


pendent upon religious orders or up 


on the daily patient intake, or a com 


bination ot both for their money 


Consequently many of them cannot 


meet this additional expense without 
funds rents in hos 


additional room 


pitals are so prohibitively high now 
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that the problem of obtaining the 


extra amount from patient service 1S 


Thus, the fol 


indicated 


indeed a difficult one 
lowing relief measures are 
1. The hoped-for ability to deter 


mine where one stands financially as 


national economy can be 
stabilized It the 


foresee whether a boom or a depres 


soon as our 


employer could 


sion was around the corner or whether 


cost of living will further increase or 


will decrease, he could begin to make 
long-range plans 


?. Federal subsidy of hospitals that 


need financial backing in order to 


participate in the improved employ 


ment practices 


3. Increased membership in volun 


tary or compulsory health insurance 


ans to enable the patient to pay his 
t 
hospital bill 


i. Increased use of the lesser paid 


nonprofessional worker, limiting the 


] 


graduate nurse's work to that of 


administrative char 


care of the 


supervisory or 
acter, to the acutely ill 
patient, and to such professional duties 
medicines and 


as giving treatments 


which cannot be entrusted to a non- 
professional worker 


The 


sions 


medical and nursing profes- 


face a great expansion and our 


; , 
a'ready overcrowded and understaffed 


hospitals will need to make any or all 


of the following adjustments 


1. Increase student nurse enroll 


ment greatly 


Induce graduate nurses to con 


B 














Green Bay, Wis 


tinue nursing by making their work 


more attractive to them 


3. Create a licensed attendant 
group to take over that part of the 
burden of work that need not be done 
by graduate nurses 

student 
fact 


even 


In attempting to increase 


enrollment, we encounter the 
that schools of nursing are not 


maintaining their prewar enrollment 
level much less increasing the enroll 
ment sufficiently to cover the needed 
expansion of nursing personnel. Sev 


j 


eral remedies for this situation have 


been suggested 


HUMANITARIAN NEED 

We must make the public conscious 
of the 
yurses and the many opportunities in 
I am of the opin 


great humanitarian need for 
the nursing field 
ion that there is no other profession 
that offers greater opportunities for 
advancement and a greater variety of 
positions than nursing does to the 
woman who is interested in a Career 

We must provide some form of 
scholarship, stipend or subsidy for 
the student interested in nursing but 
financially unable to bear the expense 

We must reorganize our schools of 
down our 


nursing in order to cut 


enrollment losses. More than 30 per 
cent of the students enrolled resign 
the end of 
may be 


due to improper selection of appli 


or are dismissed before 


their three-year course; this 


cants, insufficient guidance program 
in the schools, and too heavy a serv 
ice load during student training 
which causes discouragement and fi 
nally termination of the 

Many 


opinion 


program 
nursing leaders are of the 
that the enrollment can_ be 
increased by putting schools of nurs 
ing on a college or university level, 
separating nursing education from 
nursing service, obtaining federal help 


to bear the expense of the three years 
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ling ind opening schools nursing over the country that of in 


ittendants for those ipplicants I reasing the nurses interest in ad 


ire interested nursing but ministration, teaching and supervision 


ible to meet scholastic During the war years, nurses did not 


ments tor a student nurse ke time off to go to school to pre 


On the orl 


idministrators and 


! themselves tor these positions 


teel 


hand, some 


} 


aoctors 


ospital pure 


maintain with the result that we deeply 


nursing high =the lack of nurses prepared to teach 


any of the 


like 


supervise, a to fill 


dvocate schooling 


mod ifie rriculum tuber 
nursing 
operating room 
bsretrical super 


Wi some 


nistrator 





Contributions of Social Casework 


epee my G. wa risoner of expr sal tres and tears 
w fr more than t yea bout hi iditior gradually be 


of his be 
real 

liscuss modify it 
had 


the patient by his doc 


unpleasant medical explanation 
said 
as unable t 


ould not 


icCe pt 


live long 


if he could sur 


prison camp, he 


present illness. In 


n between the doctor and 


devisec 


worker, a plan was 1 


whereby the doctor would give con 


through = frequent 


examinations, even though 


il medical need te 
meantime, the soc 

worker helped the patient drain off 

some of nis NX1evties by accepting 


his expressed feelings and by helping 


im bolster 


strength to face 
ultimate 
m tne 
1 
ial worker gave 


the feeling that every 


Y POSS ble Was be ing done medic il 


t 

1 that there were those around 

nderstood him Thus the 
needed support 

resulted in 

better adju 

surroundings 


illness and 


blished f . le t Seri (a 
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to help nurses, student and graduate 


{ 


realize that in order to maintain and 


to expand the schools we have we 
need teachers and supervisors, and that 
to fill the nursing positions of the 
herself 
The 
pri- 


tuture the nurse must prepare 


beyond the basic curriculum 


trend is away from bedside and 


vate duty nursing and toward special 
and 


ized nursing, #e. psychiatric 


tuberculosis; toward a_ greatly ex 
panded public health service; toward 
industrial nurses and more ma 


child 


more 


ternal and welfare consultants 


Finally, there is need for more hos 


pital supervisors and administrators 
and in 


able to 


irect the work of the nonprofessional 


trained in teaching 


who will be 


speci lly 


personnel work 


ittendant, teach the student nurse as 


signed for laboratory practice, and 


graduate nurse assigned 


professional duties 


basic cur 


supervise the 
to purely From 
now on, completing the 
nursing will 


laddet 


riculum in a school of 


be only the first rung on the 


f professional advancement 


| have not yet mentioned that as 


result of the war, we have a great 


n unrest which is felt mark 


throughout the country in all 


lines of work This job dissatista 


and 


restlessness are telt 
field 


ne of the smallest problems of the 


rion general 


lso in the nursing Ir is not 


dministrator to find that if things 


lo not go just right or if greener 
is left at a moment's 
And the 
is not purely financial. I was former 
field of 


wee k 


fields beckon, he 


notice without help reason 


ly associated in a nursing 


that offered a. five-day and a 


general _ statt 


$200 a 


beginning salary for 


nurses of more than month 


ind there still were discontent and 


high turnover of personnel 


SIGN OF THE TIMES 


So [ feel that a certain part of that 
times and 


take 


unhealthy 


urnover 18 a sign oO the 


that the administrator can heart 


that while the situation ts 


for the individual who is trying to 


carry out any plans beyond the mo- 


ment, it is only a temporary one 


Granted that the nurse's salary will 


be mmensurate with her required 


standard of living, that we can increase 


student enrollment in schools of 


rood educational standards, and that 


we will rearrange our nursing assign 


ments to save the nurse's time for 


purely professional duties, the future 
t the 


in unlimited 


registered nurse should show 


horizon 
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Concrete structure...helicopter landing 


space...ground floor surgery...room to grow 


among NEW IDEAS in Herrick Memorial Hospital 


Memorial 
Calif 


Francis 


Hospital 
founded 
Her 
ick was known for many years 
is the Berkeley Hospital. An addi 
tion to this hospital was financed and 


Works 


the completion of the 


then Herrick 
it Berkeley 


1904 by Dr 


Was 


LeRoy 


constructed by the Federal 


With 


building the 


Agency 
hospital was re 


founder 


new 


named to honor the 

The 
from a small twenty-bed unit in 1904 
100 pa 


hospital had gradually grown 


to one in which more than 


tients had been crowded in 1944. It 
that more 


became painfully apparent 


hospital beds were needed in the 


community t with the 


keep pace 


great population increase in this area 


luring the war. Therefore, the hos 
pital building fund was swelled to 
$750,000 with the aid of a grant and 

loan from the Federal Works 
Agency, and additional gifts and loans 
trom staff members and other friends 
of the hospital 

Architectural plans were made by 
McGuinness of San Fran 
was let with Wil 


Construction 


James F 
1Ssco, and a contract 
lis F 


Lynn of Berkeley 


ALFRED E. MAFFLY 


Administrator 
Herrick Memorial Hospital 
Calif 


Berkeley 


started on March 19, 1944 nd 


building was occupied on Sept 
grounds 


under the Prof. Harry 


W. Shepherd, landscape architect and 


1946. Gardening of the was 


direction of 


professor of landscape architecture at 


the University of California, who do 


nated his work as a community 
Herrick Memorial Hospital 
new addition and equipment 


of $1,250, 


scery 
ice. The 
with its 


represents an investment 


QOO and contains facilities and eq ip 


ment for 0 patients 


Every effort was made to integrate 


with the existing 


combined 


the new addition 


one, so that the structures 


able to function efficiently 


and 


would be 


as a unit would still allow for 


additional stories and Wings for fu 


ture expansion. It was recognized that 


1 hospital, as a social agency in a 


growing community, must be pre 


pared to grow with the area it is to 


serve and must not allow itself to be 


come strait jacketed within four in 


flexible walls. Therefore, the new ad 
dition was constructed across the front 
of the 


so that the floor plan now resembles 


former “E” shaped buildings 


i squared figure 8 with two interior 


courts. The new building connects 


it the corridors with the existin 
level 


j 


structures at € floor 


The new building is definitely 


« 


iddit to an existing hospital and 
119 


suite, 


includes mainly bed facilities for 


lule patients, a new surgery 


central supply, obstetrical suite, emer 
gency hospital, administrative offices 
and library. It must be remembered 
when analyzing the low cost of $6300 
per bed, that the new addition includes 
no provisions for a dietary depart 
ment, x-ray, Clinical laboratory, physi 
cal therapy, laundry, outpatient clinic, 
and students and em- 


housing for 


ployes inasmuch as facilities were al- 


ready provided in the old building 


The 


streamlined 


new building is a modern 


structure of reinforced 


concrete with four stories and base 


Every effort was made to build 


ment 
in efficient hospital plant and many 
new construction ideas and materials 
were used. Full advantage was taken 
of recent improvements in pneumatic 
tubes, air conditioning, humidity con 
trol, germicidal lamps, glass brick, 
high-speed instrument autoclaves, doc- 
tors’ audible call system, remote con 
system and master 


A complete system 


trolled in-and-out 
controlled clocks 
of electrical intercommunication by 
VOICE is*installed throughout the hos- 
pital between nurses’ stations and pa 
tients’ bedsides; between nurses’ sta 
between 


fathers 


tions and the waiting rooms 


the obstetrical suite and the 
forth 


j 


room, ands 
Onc 


previous 


outstanding departure from 


hospital planning was_ the 











T's my 4 


Ovrh wo sheng 


In this plan of the first floor, the new 
addition is shown across the bottom. 
Here are located the surgical suite 
and central supply room. Opposite 
page: Third floor houses maternity 
and nursery. Bottom: Nurses’ station, 
pneumat'c tubes and switchboard. 
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FIRST FLOOR PLAN 


FEET 


new medical library, doctors 


ces for the record librarian 


went to the library, and offices for 


{ministrative and nursing staft 


lobby are the main waiting 


the business and 


| 


ind the telephone 


ea has been laid 
that it functions as 


aster control room. In it are cen 


signal sys 
double 
} 


lll the automatic 


alarms, including a 
: . , 


and the doctors 1n-anc 


This last operates by re 


register 


ol; doctors signal from the 


entrances when they enter 


the hospital, so that the 


1 operator always has be 


series of lights that keep 


} 


informed as to which doctors are 


n the building. This room also con 
the microphone for the doctors 


key 


sprinkler alarm, a 


rains 


system, the cabinet, the 


paging 
iutomatic manual 
fire alarn alarm 


By 


every 


and an automatic fire 


automatic 


¢ nclosed 


system, 
ot 


old buildings is connected electrically 


means the 


room and area the 


the main fire alarm 


Berkeley 


with 


panel at the fire department 


SPACE 





and an tomatic alarm is sent in 


lirectly the fire headquarters at 
of The 
switchboard also tells 


ot build 


has broken out 


the very inception any fire 


indicator at the 


exactly in which part the 


the fire 


Also 


emergency hospital and facilities 


ing 


on the main floor are the 


for 
old 


and 


medical inpatients, and in the 


building are the present kitchens 


dining rooms the pe rsonnel othces 


and the x-ray and clinical laboratories 


and necropsy room. In adjacent build 


ings are the physical therapy depart 


ment, the outpatient clinics, animal 


houses, and the shops 


The third floor contains the ma 


ternity department. It has 
for fifty 
cludes an obstetrical suite with two de 


The 


similar 


provisions 


maternity patients and in 


livery rooms and five labor beds 


obstetrical suite has facilities 


surgical suite 


in construction to the 


The 


separated 


nurseries for the newborn are 


into normal, premature and 


isolation units, with new individual 


bassinets for each infant. Every mod 
ern arrangement has been provided 
for the safety of the newborn 

The 


rooms 


fourth floor contains hospital 


for surgical patients. On the 
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FLOOR PLAN 


20 FEET 


OUTLINE OF 
CONSTRUCTION DETAILS 
CONSTRUCTION: New four-story and 


basement reinforced concrete building, the 
main portion being 254 feet 6 inches long 
by 44 feet wide, with ramp structure at 
either end 15 feet 5 inches wide by 14 feet 
11 inches long, and "L" at north central por- 
tion approximately 50 feet long by 61 feet 
wide 

FRAME: Reinforced concrete footings, col- 
umns, exterior walls and walls surrounding 
boiler room, transformer room, staircase, 
elevator shafts and ramps. 

FLOORS: Reinforced concrete beam and 
clab floor except at east and west portion of 
first floor which is reinforced concrete on 
fill; basement floor, concrete on drained 
gravel fill. Terrazzo floor in main surgeries, 
maternity delivery rooms, all utility, bath 
and toilet rooms and staircase. Concrete 
finish floor in ramps and boiler room, asphalt 
tile floor covering and 6 inch base otherwise 
throughout building 

WALLS: Exterior wall and wall surrounding 
boiler room and ramps, reinforced concrete; 
interior wall, wood studding with gypsum 
board lath and plaster; walls of surgeries 
delivery rooms and nursery, ceramic tile 7 
feet 5 inches above floor. Ceramic tile 4 feet 
6 inches above floor in utility, bath and toilet 
rooms. 

CEILING: Acoustical plaster on metal lath 
in surgery rooms, delivery rooms, laber 
rooms, corridors, utility rooms, library, main 
foyer and offices; all other rooms, plaster on 
gypsum board lath; boiler room, transformer 
room and storage rooms unfinished with ex- 
posed concrete beams 

ROOF: Reinforced concrete beams and slab 
constructed as future additional story-height 
floor. Sand fill over slab to provide slope to 
drainage scuppers; 3 inch unreinforced con 
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crete sand fill and tar and gravel roofing 
Mastic roof decking on central portion of 
roof and walkway to east ramp. 

HEATING: Two high-pressure gas burner 
boilers with foundation and rough plumbing 
for third boiler. Low-pressure radiation with 
cast-iron exposed radiators for heating in 
major portion of hospital. Surgery rooms, 
delivery rooms, labor rooms, library 
gency and business office section heated by 
warm air with automatically controlled hu 
midifiers. 

VENTILATION: Cold air circulating system 
throughout building. Separate fans for sur 
ery and maternity sections. 

ELECTRICAL: Electric service from private 
utility company to main transformers and 
switch panel in boiler room. All distribution 
wiring in steel conduit throughout buildin, 
Lighting fixtures, exposed, recessed and fluo- 
rescent. Emergency standby electricity pro 
vided by gasoline powered generator with 
magnetic switch providing for automatic 
turnover in case of power failure. 
PNEUMATIC TUBES: 4 inch tubes through- 
out building for transporting records, written 
messages, x-ray films, laboratory specimens, 
prescriptions, small packages. 

TWO-WAY COMMUNICATION SYSTEM: 
From each patient's bedside to nursing sta- 
tion allowing patient and nurse to talk back 
and forth. 

DOCTORS’ SIGNALING SYSTEMS: In-and- 
out register with lights and push buttons at 
two entrances which are connected to mas- 
ter in-and-out board at switchboard central 
room with remote control arrangement. Also 
audible paging system 

AUTOMATIC ELECTRIC EYE DOOR: At 
emergency and ambulance entrance. 
GERMICIDAL LAMPS: Ceiling suspended 
type, in emergency surgery, all nurseries and 
all waiting rooms. 


ELEVATORS: One 


emer- 


automatic, self-leveling 
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passenger elevator installed complete, a sec 
ond elevator shaft constructed for future in 
stallation, with space between floors tem- 
porarily finished for use as waiting rooms. 
Two dumbwaiters installed complete. 

SIZE: Total area of new unit, 62,280 square 
feet. Total cubage, 691,800 cubic feet. 
CAPACITY: New unit contains 10! beds for 
adults, five labor beds, eight beds in emer 
gency hospital ward; total, 114 adult beds 
plus thirty bassinets for newborn. In case of 
need could be expanded for 145 adults by 
placing three beds in some two-bed wards. 
COST: Total construction cost including 
equipment and architects’ fees but excluding 
land, approximately $750,000, or $12.23 per 
square foot, or $1.08 per cubic foot; ap 
proximately $6300 per bed 
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planned by the board of trustees ts t 


combine complete facilities tor pre 


vention, diagnosis and treatment ot 


disease for both hospital patients and 


ambulatory patients, acute, chronic 


and convalescent, for the rich and the 


poor without regard t color or 


race 


reed. Plans also include a complet 
hospital teaching program to educate 
medical and resident 


interns physi 


cians in the medical specialties, and 


schools tor murses, x-ray technicians 


laboratory technicians, dietitians, rec 
ord librarians, anesthetists and a_ pr 
gram of public health education 


Second (main) floor showing 
traffic entrances, clockwise: 
main for visitors and public; 
ambulance and emergency; 
employes’; freight; doctors’, 
and outpatients’. Necropsy 
room has separate exit. All 
entrances are supervised. 





TOYS PRESCRIBED 


The provision of toys, games and books in 


A S WE opened the doors into the 


children’s division we heard a 


cry on one pitch from the room by 
the desk 
Well, Robert is well enough t 


cry 
He sounds bored 
The night nurse walked out of the 
storeroom and into Robert's room car 
rying a toy bear and a string of 
brightly colored wooden beads. The 
crying wavered for half a 
When we 


looked in as we passed the door, 4 year 


uncertainly 


minute and then stopped 


old Robert lay holding the bear which 
was wearing a necklace of beads, look 
ing intently at it. He was, indeed 

different boy from the languid child 
he could take 


of the day before gain 


an interest in toys 


NEED SOMETHING TO DO 


In the hospital, as in normal life 
the child hungers for something to do 
He uses the things nearest at hand to 
express that hunger. In the hospital 

young child especially may shake the 
side of his crib, pull his bed linen 
Denied 


even these activities by adult disap 


apart, build with his dishes 


proval or by weakness he may cry 


good toys, along 


bx “ ks 


means of letting loose 


incessantly Toys. 


with games and provide 


this activity 


without destruction of material and 
annoyance to others 
The old idea that toys, books 


games provide casual amusement to 


and 
while away the hours between the im 
portant episodes in the child's life of 
eating, sleeping and toilet training has 
knowl 


tools of 


now been superseded by the 
edge that they are his early 
learning, more important than school 
books, paper and pencil because they 
are the means of his learning the basic 
habits of life and adjustment to life 
These habits and adjustments the pre 
school child must learn before school 
can have its full value. 
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the hospital makes less work for the nurse 


when the child is taught to use them con- 


structively. And they give him experience 
that will be valuable throughout his life 


RUTH BISHOP 


Chicago 


Aside from providing informal edu 
cation, play is of value in the hospital 
uthough such value may be a corollary 

1 Play 


to education helps the 
child to remain quietly in bed; other 


active 


wise, he can only jump around or cry 
His 


fore, is used to build his body and his 


out of boredom energy, there 


reserve of strength, as well as construc 


attitudes 


tive habits and 
Play 


pleasant experience to one that is en 


transforms a potentially un 


joyable and constructive physically 


When an 


illness proves constructive as 


emotionally and socially. 
well is 
pleasant, the child does not wish to 
remain sick to prolong the pleasure 
Play with specific toys encourages the 
use of muscles that need strengthening 
weakened by 


as those infantile pa 


ralysis or by disuse while a fracture is 
healing. Play enables the child to catch 
up on development missed during ill 
ness 

This value of play and of toys is 
now being recognized in hospitals 
While play was viewed lightly by most 
parents and educators, the same out 
look prevailed, of course, in most of 
Yet to encourage play 


for the child requires also that prob 


our hosp:tals 


lems associated with such activity be 
solved. The toys dropped or thrown 
floor make 


nurses and maids. Many toys break or 


on the extra work for 


are broken after short use. But proper 
selection of toys and training of the 
child 
breaking 


prevent most dropping and 


The child's 


span requires that toys be changed 


short interest 


frequently Proper selection makes 


them hold the child’s interest to the 
maximum, and 


for toys within easy reach of the child 


provision of a_ place 


and training him to keep in_ place 


those that are not in us¢e reduce this 


need to change them to prevent bore 


dom. Thus, the child learns the in 


formal lesson directly associated with 
the toys but also the more general one 
of their proper place and use. 

Several companies put out sturdy, 
well built and colorful toys and games 
Such companies have collaborated with 
educators and psychologists in order to 
prov ide toys suited to the need of chil 
dren of all ages 

Large wood beads of bright primary 
colors are among the first toys that 
replace the cuddly animals and dolls 
At first they appeal as a closed string 


As the 
thumb against finger he begins to 


child learns to manipulate 


string the beads himself, which is val 
uable in developing eye and hand co 
ordination 


TEACH CHILD TO BUILD 
Blocks are The 
usual baby blocks are suitable at first 


another early toy 
Later, numerous blocks, which may be 
of various shapes, stimulate the older 
child to build 


to build the child just piles, and by 


In his earliest attempts 


piling again and again he learns that 
unless he builds carefully his structure 
will fall over. But then he will build 
to see how high he can make a rickety 
pile, then screams in glee to see and 
hear it topple over 
to plan what he wants, making more 


In time he learns 


and more complicated structures as he 
vrows older. 

Oil clay and crayons also provide 
The 
to feel and roll into balls even if noth 
But it lends 


creative activity oil clay is fun 
ing more is done with it 
itself to ready modeling by the ama 
teur, for it stays in place and yet does 
Large 
few simple colors satisfy 


After he has learned 


not harden as does water clay 
crayons of a 
the young child 
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how to handle them and has begun to 
make some pictures, then he will need 


smaller crayons in more colors. Blank 


news sheets are ideal tor they are com 
paratively inexpensive and so can be 


used quite freely. As the child becomes 





NEW FACE for Community Hospital 


BERTHA HARDING 


Administrator 


thousand dollars 


TWO 


S' VENTY 
for the general remodeling of 
Community Hospital, Geneva, IIL, in 
the fall of 1945 did not provide for 
improving the dark old 
ot “the 


hospital entrance 


oaken_ face 
Believing that 


hall and 


front door 
recep 
wear an air of 


Ico ind | 
weicome and De 


tion rooms should 


triendly 


possessed 


iministrator sug 


of comfort, the 


gested to the womans. auxiliary 


How about rejuvenating the front of 


the house? It needs doing 


So here we are two years, a lot 


of efforre and $4848.59 later with 


utterly transformed suite of rooms 


that has everyone who ever knew the 
hospital talking 


is a far cry from the 


oak 


paint 
woodwork, massive fire 
utilitarian furniture to t 
armony Of quiet grecn W 


warble Ad 


iwn-finish 


soft 


im mantel 
modern tables 


yreen 





Community Hospital 


Geneva 


shaded lamps and flowered draperies 


in French gray, oyster white, yellow 


chartreuse and green 


Perhaps the most spectacular 


change was in the fifty-seven year old 


oak staircase and wainscoting of the 


entrance hall itself which is now 


bleached and refinished to a_ satiny 


warm gray identical with the fawn 


color of the wood in the furniture 
One 


ot the 


sentence can describe that part 


face-lifting. Five men working 


hree weeks and $1000 did trick 
The final touch wa 

fortable metal porch turniture in the 

and green of the 


make an 


room of the 


white, yellow, gray 


indoor color plan t 
outdoor = sitting wide 
front porch pertect place for vis 


O enypoy Community s century 


old trees and colorful gardens 


years of planning, the 


For the tw 


plus tl 
$SO000 tn 


rebuilding and redecorating 


refurnishing and the almost 


cost, the hospital is convinced 1 


than worth the eftort 


Dark oak woodwork and tan paint (left) have yielded to satiny gray 
paneling, green walls, modern furniture and white marble mantel. 


more expert at drawing he can gradu 
ate to drawing paper 

The child can readily use these toys 
in the hospital. Others, such as pull 
toys, May or may not be used, depend- 
ing upon the hospital setup. The ones 
for active physical use are, of course, 
inappropriate except under special cir 
cumstances. Bicycles may be used in 
the physical therapy department or 
children who need to 
If several 


gymnasium by 
develop certain leg muscles 
children can be taken out on a sun 
porch, bean bags, as well as sand and 
sand toys, may be useful 

shoe bag hung at the head of the 


bed 


toys 


provides the necessary place for 
The child himself should be re 
sponsible for putting his playthings in 
place when the nurse tells him a meal 
is time for 


is soon to be served or it 


rest. Such a bag can be removed at 


night 


PLAY WITH OTHER CHILDREN 


While toys may or may not be used 
by one child alone, games almost al 
ways need two or more players. In 
many hospitals if children who are 
old enough to enjoy games are not 
already together in the same room they 
The 
therapist, if 


child to 


contacts for the first time 


can usually meet during the day 


nurse, or occupational 


there is one, will enable the 


| | 
make these 


Then will be eager to join other 


hildren each day 

The nurses can solicit the help of 
these older children in guiding the 
younger ones in the use of their toys 
which per 


The best guidance is that 


mits the child himself to use the toys 


in any constructive way but prevents 


misuse and destruction; this is accom 


plished through suggestion and, if th 
fails, removal of the game or toy for 
1 time 
Books 
parents may be supplemented by those 
Wholesome books 
may be read 


and magazines brought in by 


from the library 
suited to the child's age 


aloud to all 


lent to an 


the children in a room or 
Many of the 


children’s magazines today give puzzles 


individual 
to solve, directions for making some 
article, or games to play. These activi 
ties require simple equipment and may 
absorb the child 

games and books in the 
make 
work for the child is 


taught how to use them constructively 


for hours 


hos 


Tovs 


pital, as in the home, can less 


nurse when the 


Ar the same time they interest him and 
give him experience that will be val 


1 


uable throughout his life 
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SWEDEN BUILDS 


Ear-Nose-Throat Clinic at 


University Hospital, Uppsala 


GUSTAF BIRCH-LINDGREN 


Architect, Stockholm, Sweden 


Cc. O. NYLEN, M.D. 


Professor 


University Hospital, Uppsala 


ECAUSE the great new develop 

ments of medicine during the last 
decades have made it impossible for 
one doctor to master every field, many 
new specialties have been born. Among 
these is otorhinolaryngology. Special 
ists in this branch of medicine are to 
be found in many parts of the world, 
but departments entirely devoted to 
ear, nose and throat diseases and, still 
more, such departments planned also 
for teaching and research in this spe 
cial branch, are still lacking in many 
Where 


are often placed in 


places they are to be found, 


they a building 


together with other specialties. In 
Sweden this is the case in nearly every 
general hospital of any 


University Hospital of 


importance, 
including the 
Uppsala 
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The first department of this kind at 
University Hospital was established in 
1917 by the Robert 
It had very narrow space, only 
a building 


late professor 
Barany 
twelve beds, and shared 
with the pediatric department. In 1926 
it moved to the surgical pavilion; the 
number of beds was increased in 1926 
to thirty-eight; in 1928 to sixty-one, 
and in 1939 to seventy-three. How 
ever, the number of beds has proved 
inadequate, and the space devoted to 
the constantly growing outpatient de 
partment, to teaching and to research 
work has been more and more unsat- 
isfactory. For these reasons the erec 
tion of a new building has been found 
necessary; the state and the county 
will share the costs 


The following facts may be of in 











The district, which ts covered 


the University Hospital, counted 
1944 


per cent of the beds in che 


10,0 people in However 


nearly 
seventy-three, during 


present clinic 


this year were occupied by patients 


coming from ocher districts. The clink 
1 population ot 


four beds 


hus corresponded \ 


ipproximately 175,000, or 


to each 10,000 persons. The new clini 


building will contain 102 beds, which 


six beds 


COFrrespr nds appre ximately ft 


per 10,000 
mentioned tl 


DA found that 


ous Swedish counties. In Comparison 
hgures trom Uppsala 


k ok 


astonishingly high, but several reasons 


with chis, the 


tour and six, respectively, may 


for this can be advanced. At all events 


it seems sure that a relation of two 


to 10,000 does not conform with the 


needs of a university clinic, as this 


figure was passed a quarter of a cen 


tury ago in Uppsala and the present 


need of beds is three times the one 


estimated by the committee 
Concerning the number of beds in 
the present clinic the following figures 
worth attention 


during 


May be 


The occupancy 1944 was 100 


per cent or more during two-thirds 


of the year. At certain times the num 


ber of beds had to be temporarily 
increased and during the spring, about 
100 beds were desired. During this year, 
when 1592 patients were hospitalized 
had to be 
turned away in spite of the fact that 


needed to be 


about the same number 


they taken into the hos 
pital 
The 


the Outpatient department 


number of new patients in 


increased 
1926 to 7261 1944 


trom 1404 in 


the number of visits (new and return 
ing patients) increased from 12,573 in 


1931 to 19,879 in 1944, the highest 


number of such visits during one sin 


gle day in 1944 was 119. The number 


KEY TO NUMBERS ON FLOOR PLAN > 
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OF ROOMS AND WARDS 


One patient 

Isolation 

Two patients 

Three patients 

Six patients 

Infants 

Serving kitchen 

Utility room 

Nurses’ station 

Dayroom 

Smoking room 

Balcony 

Flower room 

Wash room 

Storeroom 

Linen room 

Airing balcony 

Emergency room 
Treatment room 

Head physician examination 

Assistant head physician 

Treatment room 

Sterilizing room 
Information room 

Waiting room 

Waiting room for children 
Resting room 

Examination and demonstration 
Patient's bath 

Staff bath 

Arc and quartz light 
Diathermy 

Inhalation 

Consulting room 

Steam tent 

Drying room 

Expedition 

Bathing-woman 

Dressing room 

Reserve autoclave room 
Operation 

Histological laboratory 
Chemical laboratory 

Head physician laboratory 

Assistant physician laboratory 
Assistant laboratory 

X-ray 

TB endoscopy 

Doctor 

Preparation 

Bandage sterilizing room 
Bandage room 
Audiometric room 
tion 
Audiometric room, research examina 

tion 
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general examina- 


ZErASTHITO™™OOS> 


Audiometric individual exam 
ination 

Observation 

Clyster room 

Office 

Doctors’ conference 
Nurse on duty 

Sink room 

Vestibular room 
Hearing examination 
Auditorium 
Materials 
Doctors’ 
Students 
Students’ workroom 

Animal operation 

Operated animals 
Photography 

Darkroom 

Mechanical shop 

Electrical shop 
Psychophysiology laboratory 
Library 

Staff dining room 

Kitchen 

Transformers 

Patients’ clothes 

Telephone 

Janitor's closet 

Entrance 
Air raid 
Sluice 
Elevator machinery 
Soiled linen 
Garbage 
Cloakroom 
Archives 

Tale room 

Soiled bandages 
Secretary 

Reserve room 
Stretcher room 


room 


room 


room 


office 


shelter 


WARDS AND DEPARTMENTS 


Male ward 

Female ward 
Children's ward 

Private ward 

Infectious ward 
Tuberculosis ward 
Outpatient department 
Phoniatric department 
Cutpatient operation 
Inpatient operation 
Physical therapy 
Otoneurological and bath 
Teaching department 
Research department 


of patients sent for consultation, of 


whom a great part were otoneurolog 
increased and 


ical cases, has steadily 


was 810 in 1944 
The 


many years has included three courses, 


teaching program, which for 
each of two months’ length, and which 
since 1939 has been improved consid- 
erably regarding both the number of 
lectures and the practical direction and 
training given in spite of the limited 
space, has created much trouble 

For the research work no special 
rooms have hitherto been available 
thus making it necessary to use rooms 
designed tor other purposes or in other 
msticucions 

The 


increased work has made it nec 








essary to increase the number of doc 
tors trom three in 1926 to five in 1944 

To meet the demands for good care 
and also medical teaching and research 
a considerably increased space was nec 
essary compared with earlier condi 
tions. The possibilities of good plan 
ning are also considerably increased it 


can be 


Inasmuch as an ear 


the clinic built as a separate 


building clini 
ought to be regarded if not as a con 
semi 


tagious hospital at least as a 


contagious” one, a special building con 


nected with the main hospital through 
tunnels ought to be favored, if condi 

This 
against 


tions allow this isolation must 


be maintained infections not 


only from the outside, but also from 


those transmitted among the different 
lepartments of the clinic itself 
The investigations 


in Uppsala, as well as those in 


observations and 
other 


clinics, show that the disease in the 


E.N.T. field very often is highly com 
municable and can be developed by 


many different kinds of bacterias and 


viruses, of which each kind separately 


can be serious enough, but together 


are still more dangerous. It therefore 


is of the utmost importance that the 


patients, and especially the children 


who are more vulnerable to nosocomial 


infections, do not come in contact with 


one another more than ts absolutely 


It is essential to avoid risks 


in this direction through isolation and 


necessary 


other means as far as possible from 


the moment the patient enters the 
loor ot the hospital 
Thus, not only is the main entrance 
tor staff, personnel and visitors sepa 
rated from the entrance the out 
patient department, but che latter has 


separate entrances, waiting rooms and 


treatment rooms for children and for 
adults 

risk ot 
influenced the 


The need to eliminate the 
cross-intections has 
planning in several other ways. Thus 
the clinic is divided into several small 
units, which can be isolated 
1. Ward unic for children 4 beds 


Ward unit for women 6 beds 


Ward unit for men 6 beds 
Private ward for women 
and men 14 beds 


Isolation ward 13 beds 


102 beds 


great im 


Toral 
The isolation ward is of 


divided into two 


parts, each with its own treatment and 


portance. This ts 


waiting room; one unit has four beds 
for tuberculosis, and the other has ning 
beds tor other infections so that suspt 


j 


cious cases of scarlatina, measles and 


similar diseases can be observed 
number of 
The 


total number of tsolation rooms corre 


In each ward unit the 


isolation rooms is four or five 
sponds to 25 per cent of the total 


The 


in the ward units contain only four or 


number, 102 beds other rooms 


three beds except for two rooms in the 


women’s and men's unit, which are 


planned for six patients each. These 


rooms, located close to the dayrooms, 


will be occupied by “not infected 


ases. In addition, one room in the 
children’s unit will have six completely 
closed cubicles, each for one infant 
The building is designed to provide 
umple fresh air and sunshine by means 


chil 


balcony 


of terraces and balconies. In the 


dren's ward there is even a 


outside each room 
principle has 


Another important 


been carried through as far as possible, 


ne. to favor the personal contact be 
tween patient and doctor during ex 
amination and treatment. This prin 
ciple is often broken during the rush 
in a department of this kind. To avoid 
this and stimulate the personal contact, 
doctor has his 


the O.P.D 
provided for rest after the treatment 


each own treatment 


room in Ample space is 


In the ward units for the adults 
privacy will be favored by the inclu 
sion of a small room for consultation 


with the doctor in connection with 
each treatment room 

Speaking of the doctors, it may be 
mentioned that each one has his own 
workroom, that several laboratories for 
work 


research are planned, and that 


in other ways the necessity of stimu 
lating the working spirit of doctors 
ind staff through suitable surroundings 
ind arrangements has been observed 


A third principle, which has proved 
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successful during the planning is the 


collecting of the wards in one “bed’ 


building and the operation, teaching 


and research departments in another 
treatment’ building, or wing, with the 
This 


general arrangement has proved to fa 


vertical traffic center between 
cilitate and simplify the planning, at 
the same time giving an economical 
solution of the whole building 

The planning is most easily studied 
through the drawings. It may be men 
tioned that the ward units correspond 
to what has been established in Sweden 
as a general standard in large hospitals 
ward 


This standard includes in each 


unit for adults not only a dayroom 
but also a small smoking room. In 
the clinical operation department the 
endoscopy room for tuberculosis is sep 
arated from the other operation rooms 


corridor. We think 


that it will be possible to do all the 


by doors in the 
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operations on the patients from the 
isolation ward in their own treatment 
rooms. This arrangement permitted us 
to add several rooms in the clinic oper- 
ation department. An otoneurological 

technical 
The 
different 


department is, for reasons, 


placed in the basement silent 


room” is divided into four 


parts, and the vestibular room has 
tables for the rotation, positional and 
tipping tests. Also, rooms for a phoni- 
itric polyclinic, and the physical ther- 
ipy and bath department are to be 
found here 

As the drawings of the new clinic 
will show, the outpatient department 
and the directors’ departments are sit- 
uated on the ground floor 

The departments for teaching and 
experimental research in the second 
and third floors in the wing have been 
designed for the special needs they 
have to fill 





SMALL HOSPITAL TRAINING 


N AN 


pleasant months as an administra 


Ive 


hospital it is expedient to dissect one’s 


eeneral 


ns | 
The 


ined 


1.imunistrat 


the 


himselt 


impress 


parts 
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and experienced f 


a 


IS VALUABLE to the administrative intern 


nalysis of six profitable an 


intern in 


Osp tal 
t 


r. | 


Novice 
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TT 


id 


Iministrato! i 


both the county heal 


hospital for one year 
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small community 


nto its concribut 


well 
health 


bee 


He 


hospital adminis 


, , 
declared 


ar he ha 1 


HERBERT M. KRAUSS 


Administrator 
Burlington Protestant Hospital 
Burlington lowa 


tactory because there was a chance to 


work at learning the ropes instead of 


merely carrying on research projects 


or observing how others did it 
It was my belief that in a small hos 


pital one could more quickly grasp the 
organization of departments and how 


than one could 


larger in 


they fitted together 


by wandering around in a 


stitt This belief has been con 


1mon 


firmed since my second six months 
have been spent in a hospital of 200 
beds 


One 


nistr 


of the ad 


internship was the 


the attractions 


ot 


m ative edu 


itional program outlined by the spon 


ing ranization, which expert 


mented in administrative internships 


by taking on six of us as guinea pigs 


ir. Ir seemed like a good bet 
two sources of responsibility 


for the progress of the intern: the ad 
1 the 


were not 


ministrator an 
We 
} 


held trips and 


Spe msoring organ 


ization disappointed 


The 


ende 


at 


conferences 
rounde ut the hospital ex 


perience. TI inars at which we 
idministrators 


frank 


pre 


our 
weeks bore 
We 


our month 


three 


scussion also 


picked apart 


ly financi and conducted 
simulated board 


reports 
meetings 
weekly 


The required communique 


our university, sent via our admin 
the sponsoring organiza 


1 for 


e internship 


play-by-play ap 


ed related 
1 un Ith 
Michigan Hospital 
Michigan Blue (¢ 
thwestern Michigan Hospital Coun 
Michigan 


Project. Thus we attempted t 


Organizations 


1s CC he 


lepartments, the 


Association, the 


ross organization, the 


Nc 


1, and the Community 


Health 


the 


hospital into its community 


had 


inticipated a rather bleak social exist 


Coming from a large city, I 


But 


but 


during those six months 
ot 
gaudy big city entertainment there was 


swimming, pic 


cence 


instead expensive and neat 
time for tennis and 
nics and movies, and in winter there 
were ice skating, tobogganing and 
bowling. On many evenings I drifted 
back to the hospital to run down a 
Missing invoice or to grind some more 


When 


hundred and eighty-second 


thesis through the typewriter 


the one 
had rolled around I had come to 


the 


day 


ippreciate the peace and quiet, 


leisurely tempo, and the friendliness 


of a small city. I was practically sold 
life 


I gained an appreciation of the health 


on country During those months 
problems in a rural area and of how 
a small community can profit by hav 
ing a modern hospital with excellent 


physical equipment 


EXPLORED VALUE OF THEORIES 


Some of the more intangible values 
the to 
of 


to find out 


found were these Opportunity 
book-learned 
if J 


had executive wings or winglets; gain 


explore the value 


theories: the chance 
ing a broader understanding of hos 
pital management; learning to work 
with specialized personnel—and what 


folk by a 


learning some of the things 


hospital 


lonna 


mean prima 


and, finally 
administrator 
of 

ready for immediate use 


not to do, learning that a 


hospital needs to have 


a large reserve patience always 


The most important single factor 


in a successful administrative intern 


ship is the man from whom the in 


tern is to learn. If he is a qualified 


administrator the intern can learn, 


whether he is in small rural hos 


pital or in one that is wider, longer, 
higher, and located 


in a large city 


There some advantages to be 
gained by having one’s initial experi 
If 


be supplemented by experience in a 


are 


ence in a small hospital this can 
larger institution it provides an ideal 
combination 

Perhaps the second most important 
internship 


factor in a worth-while 
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(disregarding the intern’s assets and 


liabilities 


cational 


is a Carefully planned edu 
be de 
veloped by the university where the 
intern studied, the American Hospital 


program. This could 


Association, the American College of 
Hospital Administrators, other inter 
ested educational organizations, or by 
the administrator himself 


Given an administrator who is will 
ing to make the effort to help his 
learn principles, and 
given a well prepared educational pro- 
gram, it is my conclusion that an ad- 


intern sound 


ministrative internship in a small hos- 
pital can prove to be a valuable ex- 
perience and an extremely enjoyable 
one 





COLD Without Ice 


RITZ E. HEERMAN 


Superintendent, California Hospital 


—™ California Hospital has for ten 

years used a system of cold appli 
eliminates the need for 
The 


rubber containers of 


cation that 


cracked ice system consists of 
various sizes in 
water and C.P 


which a solution of 


glycerin is vulcanized without use of 
metal parts. The bags are stored on 
direct expansion shelves in a retrigera 
tor with temperature controls so that 
the cold application will be about 22 
F. when the bag is applied to the pa 


When a 


application, she 


tient nurse desires a cold 


merely goes to the 
cabinet and takes out the proper sized 
bag and applies it to the 


When the bag is returned, it is dipped 


patient 


in a sterilized solution and placed back 
on the refrigerator shelf 

The use of this equipment has dem 
onstrated these important factors 


1. That 


hospital can be operated 


Los Angeles 


without cracked ice for Hoor service 
The water-glycerin system eliminates 
the labor and inconvenience of making 
and cracking ice, taking it to the floors 
for storage and returning old contain 
crs, and saves the time of nurses in 
filling and emptying the old style ice 
caps. 

2. That this water-glycerin system 
is more economica! for the institution 

3. That the rubber containers dete 
riorate very little from use and are not 
affected by cold or the glycerin; after 
ten years most of the bags are still in 
service. 

4. The system eliminates the large 
expense for the replacement of ordi- 
nary ice Caps 

Through experiment and research 
we have compiled the following facts 


1. For cold applications with ice, 
the average general hospital uses ap 


ANNUAL COST OF PREPARING ICE BAGS 





Cost of ice: 6000 patients 3 Ibs 
Labor of handling, ice 850 hours... . 


Replacement of ordinary ice caps per year. 


$4.50 per 100 Ib 
ee : 850.00 
122.00 


$ 810.00 


Nursing time wasted by using ordinary ice caps based on estimated 25 ice 


caps per day at 3 minutes 


Total 


456 hours 


456.00 


$2,238.00 


ANNUAL COST OF OPERATING WATER-GLYCERIN 
INSTALLATION 


Electricity (@ 2 cents per kw.h 


Labor, defrosting and inspection... 


Replacement or refilling damaged bag... 


Annual service and depreciation 


Total yearly opercting cost. ... 
For water-glycerin installation with 


Investme 


33.10 
100.00 
39.30 
418.80 


bags. Total installation, approximately $2094 investment 
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proximately 3 pounds of cracked ice 
per patient per year 

2. The average amount of labor fot 
chipping, storing and delivering ice is 
approximately eight and one-half min- 
utes per patient per year 

3. The average cost of ice made or 
purchased is about $4.50 per hun 
dredweight 

i. The average saved by 
nurses applying the water-glycerin bag 
as Compared with the preparation of 
ice caps is about three minutes per ice 


time 


Cap. 

5. The loss and replacement of or- 
dinary ice caps is a considerable cost 
item in a hospital because ice caps 
are immediately discarded when leaks 
occur, 

6. A comparison of costs for a 200 
bed general hospital is shown in the 
accompanying table 

The pathologist in the institution 
determined that if the bag was punc 
tured the glycerin-water solution would 
have no harmful effects on skin, and 
ten years of experience has never pro- 
duced any case of discomfort or injury 

The pathologist and attending phy- 
sicians experimenting with the water- 
glycerin bag found that the average 
starting temperature of the bag is 
about 22° F. and in about twenty-five 
minutes the temperature rises to 33 
F. They also determined that no harm 
ful reaction on tissues occurs with cold 
F. A 
may 
cause a tingling sensation as a result 
of the contraction of the blood vessels 


application of from 22° to 32 
) 


sustained temperature at 32° F. 


but no permanent damage ensues. 
Tests carried out indicate that al 
though the temperature of the bag may 
start at 22° F 
to 32° F 
number of Bru. as does changing ice 


at 32° to water at 32° F. These fig 


it rises in a short time 
and then requires the same 


ures are needed for calculation 

| Btu. is required to raise 1 pound 
of water 1° F 

144 Bru 
pound of ice az 32 
F. (the heat of fusion of water). 


are required to change 1 


to water at 32 


Experiments also showed that the 
water-glycerin bag, because the tem 
perature is lower than that of ice in 
an ice cap, will serve as a cold applica 
tion on a patient from thirty to sixty 
minutes longer than will the average 
ice bag of similar size 

The mixture of water and C.P. glyc 
erin does not freeze solid but becomes 
a flake-like composition which is more 
comfortable for the patients because 
there are no sharp edges 








People in Pictures 





Frederic Newell, sales manager of Associated Hospital Serv- 
ice, New York City, (left) shows a bystander the mechanical 
statistics book, a feature of the Blue Cross exhibit at New 
York Museum of Science and Industry, Rockefeller Center 


Foregathered at the Nebraska Hospital Association meeting 
are (left to right) Francis J. Bath, business manager, Creigh- 
ton Memorial St. Joseph's Hospital, Omaha, who received 
commendation from his associates for his work as editor of 
the “Nebraska Hospital News Eugene Saxton, Dodge 
County Hospital, Fremont, and T. J. McGinty, administrator 


Lincoln General Hospital, Lincoln, who was program chairman 
p prog 


Lottie Murray explains the art of playing the bagpipes to 
Dr. Malcolm T. MacEachern, American College of Surgeons 
and Dr. G. Harvey Agnew of the Canadian Hospital Asso- 
ciation during the Ontario Hospital Association convention 


Missouri Hospital Association officers: Back row, left to right 
Mrs. Irene F. McCabe, executive secretary, and Rev. E. C 
Hofius, treasurer. Front row, left to right: President-elect 
Clinton F. Smith, St. Louis City Hospital; Herbert S. Wright, 
second vice president, Southeast Missouri Hospital, Cape 
Girardeau; Mrs. Lloyd Markt, chairman, Holt County Home 


and Community Committee, Missouri Farm Bureau Federation 


Linda Richards, portrayed 
by Frances Brewer, is greeted 
Margaret Tucker 
at the Diamond Jubilee 
Nursing Banquet in New 

as Elsie Palmer and Les- 
beth Marscher look on. Right 
Banquet speaker Dr. Arthur W 
president of the 
American College of Surgeons 


Pearl Mcliver 


president of the A.N.A., 
Dr 


Allen's left 
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Small Hospital Forum 


WHAT THEY DO ABOUT DEBTORS 


Small Hospitals Report on Credit Policies and Collection Results 


“REDIT losses and collection ex 

periences generally have remained 
about the same throughout the last 
year in a group of small hospitals sur 
veyed on this subject recently. Stated 
write-offs of these hospitals vary from 
less than | per cent of total billings 
Only half the 


hospitals, however, were able to give 


to 5S per cent about 


an exact figure; the remainder either 
gave no figure at all or said that they 
failed to collect from 5 to 10 per cent 
of billings, but did not differentiate 
between bad debts and losses on in 
digent patients 

Among the hospitals whose sta 
tistical records enabled them to com 
pare credit experience today with that 
of a that 


had increased slightly during the year 


year ago, four said losses 
and five reported somewhat diminished 
losses. The remainder reported that 


credit experience was “about the 


same 


REQUEST ADVANCE PAYMENT 
Approximately one-third of the re 
porting hospitals request an advance 
payment of every patient at the time 
of admission. In the remainder of the 
hospitals advance payment 1s request 
ed in some cases, but not in others 
For example, several hospitals make 
no such request of patients known to 
have Blue Cross or other hospitaliza 
tion insurance protection. Others also 
eliminate known, or likely, compen 
Still 


basis of the estimated 


sation Cases others make a se 


lection on the 
amount of the bill—eliminating the 


request tor payment in short stay or 
low cost Cases 


One 
an interesting 


hospital administrator makes 


observation about a 
change in policy in connection with 


the request for payment in advance 
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After working several years as credit 
manager in a large hospital where a 
deposit was required on admission but 
resulted in not-too-good public rela 
tions,’ this administrator stated, “we 
have experimented for the last year 
here without requiring payment in 
advance, stressing friendly, personal 
ized care. Without increasing charges 
and with about the 


will have collected some $19,000 more 


Same census We 


this year than last 
We hide nothing from the public, 
keep it abreast of our needs and prob 


lems through the press and our hos 
pital bulletin, which is mailed to 500 
key persons in the county. The same 
open door policy has proved ettective 
with the officials connected 
directly or indirectly with the hospital 


1949 was the only 


county 


Our budget for 
county budget not cut by council and 
(ax board 

On the other hand,” this adminis- 
trator acknowledged,” we are small 
run into the complex 


and do not 


credit problems encountered in a 


larger city 





MOHAVE 
kK 


CLAIM AND FINAL NOTICE 


4 


TO THE ABOVE NAMED DEBTOR 


CE! That th b 


i CREDITOR affirm: the lexx the amo 


DEMAND FOR PAYMENT 


THE ATTACHED CHECK IS FOR YOUR 


CREDITOR 


CREDITOR hereby makes demand for the 


A ste of 6 percent per annum 
nt complained of to DEBTOR, 
the CREDITOR in the City of Kingman, County of Mohave, State 

f. or vou SHOW GOOD AND SUFFICIENT REASONS why 
rt n will be necessary to collect above 


stment theveof Cor 


m to amo 


NVENIENCE 





This is how the 
Mohave General 
Hospital, King- 
man, Ariz., makes 
final claim for 
payment of hos- 
pital bills before 
turning the ac- 
count over to a 


PAY TO THE 
ORDER OF 





ama OF YOUR Sane 


MOHAVE GENERAL HOSP 


DOLLARS 














collection agency. 














The local retail credit bureau is 
the most commonly used source of 
credit information among these hos- 
pitals. Nearly half the hospitals in the 
group said that credit bureau infor 
mation is sought in doubtful cases or 
when it is necessary to extend credit 
Other information 
mentioned are the patient's (or hus 
band’s or employer, staff 
doctors, personal interviews and lo- 
cal banks. Four hospitals in the group 
said frankly that they make no particu- 


obtain informa 


sources of credit 


father's ) 


lar effort to credit 


non 

All but one of these hospitals make 
an effort to collect any unpaid balance 
of the hospital bill at the time of 
the patient's discharge. One hospital 
reports that credit experience has been 
substantially improved since the policy 
at the time of discharge 
} 


11S 


of collection 
was modified to permit simply a « 
cussion of arrangements for continued 
payment at that time. Frequently, this 
administrator reports, the patient who 
is unable to pay the balance of his 
bill at the time of discharge is per 
fectly willing then to make some ar 
rangement for monthly cash payments 
or even pay roll deduction 
through his employer so that the bill 
will ultimately be paid in full 

Slightly more than half the hospi 
a regular sys 


pay ments 


tals in the group have 
tem or series of follow-up letters for 
unpaid balances. Several of these hos 
pitals have only two follow-up letters 
others have three, no hospital has 
more than four letters in the series 
Some of the collection and reminder 
forms used by these hospitals are re 
produced here. Others take the form 
of simple letters. For example, one 
hospital writes the following letter 
to patients whose bills remain unpaid 
ifter the second month: “May we re 
mind you again of the unpaid balance 
on your hospital bill. This amount is 
Will good 


enough to come in and discuss the pos 


now § you be 
sibility of payments which will be con 
venient to us both? Your cooperation 
will be very much appreciated and 
perhaps we can assist you in planning. 

If this 
satisfactory answer the following fol 
“We 


- calling 


letter does not produce a 


low-up is sent the next month 
wrote you under date of 
to your attention the unpaid balance 
of your bill. The amount is now long 
past due. This letter serves as an added 
reminder to you of the unpaid bal- 
ance. We hope you will plan to make 
some arrangement with us for clearing 


14 





DAST DUE! 


&F This account has no doubt 
escaped your notice. Will you please favor 
us with a remitiance by return mail and 
oblige. 





WeP™ We have again to remind you of this 
Account, which is much overdue, and must 
ask you for a settlement by return mail. 


SECRETARY 





@E™ Agzcin reminding you of the above 
account, which is now overdue. Please 
make immediate settlement and save 


further expense and unpleasantness, ’ 


SECRETARY 





FINAL NOTICE 


ea” Several applications have been made 
for in’s Account, and ualess it is paid before 
idesateneatin it will be placed in the 
hands of an attorney to be dealt with. 





SECRETARY 











Above: These four notices (from 
top to bottom) are stamped on 
statements rendered by Koote- 
nay Lake General Hospital, Nel- 
son, B.C. Below: Reminder form 
sent to patients by Iron County 
Hospital, Cedar City, Utah. 





COUNTY HOSPITAL 
194 


») remind you that you are 
» the Iron County Hospital 


of $ 


rendered 





by the hospital 
ggest that you will do as 
r trusted customers are 
is a check or money order 
off your account. It was 
hospitalize vou or the 
your family incurring the 


appreciate a payment | 


Remarks 


Very Truly Yours 
IRON COUNTY HOSPITAL 











up the account. The hospital is very 
reluctant to report to a collector any 
account as delinquent, but if we have 
not heard from you within ten days 
we will find it necessary to take some 
legal step.” 

This series has proved effective in- 
asmuch as the hospital losses in this 
case are less than 1 per cent. However, 
the administrator reports that unpaid 
accounts are not automatically turned 
over to a collection agency after the 
second letter fails to produce results 
Instead, further individualized effort is 
added first. 

Another effective series of follow 
up letters used by one of these hospi 
tals first suggests that the patient call 
the hospital credit officer to discuss 
arrangements for payment, suggesting 
that there may be misunder- 
standing about the obligation. The sec- 

that 


some 


ond letter reminds the patient 
the bill remains unpaid and that con- 
tinued hospital service to the com 
munity depends upon prompt payment 
for services rendered. This letter sug 
gests that the debtor “act now to cor 
rect the oversight. 

The third letter in this series de 
scribes the account as “delinquent and 
therefore actionable Our office has 
attempted to settle this matter amica 
‘but we 


have no record of response or explana 


bly,” this letter continues, 


tion from you. Unless we receive pay 
ment or have your signed agreement 
to make regular and specified pay 
ments within the next ten days we 
have no alternative but to release your 
account to the credit bureau for col- 
lection 

These letters also have proved to be 
effective. Losses of this hospital are 
115 per cent of total billings. How 
ever, the administrator expresses the 
opinion that personal letters calling at 
tention to the individual circumstances 
would probably be more effective 
Limited office personnel at the hos 
pital makes it necessary to use form 
letters instead in most cases, he adds 

Nearly all the administrators re- 
porting on their experience believe 
that individual collection letters are 
more effective than forms or routine 
follow-up reminders; however, the 
volume of business and shortage of 
personnel make some use of forms 
necessary in practically all instances 

All but three of these hospitals 
make some differentiation in collec- 
tion methods between patients who 
are known to be able to pay their 
bills and those for whom it is known 
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that the hospital bill is a financial 


hardship. “The size of the payment we 
request or will agree to depends on 
what can be logically paid,” one ad- 
his 


ministrator reported, explaining 


hospital's policy. “We emphasize regu- 


all All 


written payment 


larity of payments in cases 


credit is secured by 
agreement. In questionable cases we 
ask for a co signer to this agreement 

Another administrator expressed a 
slightly different theory of differen- 
tiating between hardship cases and 


As a 


to point out to pa 


those that could afford to pay 


rule we endeavor 


tients who are well-to-do that we are 


appealing to them to assist us in keep 


ing the hospital on a good financial 
basis, explains 
“The other cases we generally appeal 
to by asking them to do what they can 
within their income. 

There is no uniformity in the length 
of time that is permitted to lapse be- 
fore unpaid accounts are turned over 
to a collection agency or bureau. Two 


this administrator 


hospitals in the group stated that un- 
paid accounts may be allowed to run 
‘indefinitely’ provided there is some 
indication of either financial hardship 
or willingness to pay when able. An- 
other hospital states that no accounts 
an outside 


turned over to 


Others regularly call in col- 


ever 
agency 


are 


lection experts after waiting from 


three months to a year. The average 
lapse is six months in this group. 
Most of the hospitals state definite- 
ly that Blue Cross and other types of 
hospitalization insurance have made 
a great difference in the ability of 
the community as a whole to pay hos- 
pital bills.” Only three hospitals in the 
group, in fact, stated that no such dif- 
ference is noticeable. Typical of the 
In this 


that 


other view is this comment 
district we can very easily say 
Blue Cross alone has accounted for at 


least 20 per cent of our accounts 


which would in all probability have 
been bad debts 





Alcoholic 


Former 


~ TATISTICS inform us that nearly 
1 per cent of the adult population 
of the United States are alcoholics and 


approximately 314 per cent are prob 


lem drinkers. These staggering figures 


definitely establish alcoholism as a 


major health problem that cannot be 
side-stepped by classing it as a moral 
or emotional problem of the individu 
al. The loss of wages due to the ex 


cessive use of alcohol amounts to 


many millions of dollars annually 


and the resulting broken homes, 
crime, poverty and disease cost society 


it least as much more 
1945 ot 


approac hed 


Early in some members 
Alcoholics Anonymous 
the board of trustees of Knickerbocker 
Hospital, New York City, 


problem. Its solution, to their minds, 


with a 


depended upon the willingness of a 
general hospital to set aside a section 
for the treatment of chronic alcoholics 
pa 


tients’ physical health could be sufh 


Their contention was that if the 


ciently restored by hospitalization, 


then Alcoholics could 
take 


spiritual task of restoring them to a 
life. After several 


Anonymous 


over the psychological and 


normal and useful 
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Ward Poses No Special Problem 


L. C. FRENCH, M.D. 


Administrator, Knickerbocker Hospital 


conferences, the board and the medi 
cal staff of Knickerbocker agreed to 
give the plan a trial. The program 
was launched in April 1945 

A pavilion on the third floor of 
the hospital was selected as the logi- 
cal location for this service, which was 
classified as  semiprivate medical. 
There are five single rooms, four two- 
room 


the 


and one six-bed 
christened “Duffy's Tavern” by 
As one of the single rooms 


and 


bed rooms, 


patients 


1S used as an examining con- 


room, there eighteen 


available 


are 
patient New 
sions occupy single or two-bed rooms 


sultation 
beds admis- 
depending upon sex and physical con 
Men Duffy's 
after the second or third day as beds 
This 


serves as the men’s club room during 


dition move up” into 


become available room also 
the day and early evening hours. Fe- 
the 


All 
club 


male patients continue to OCCUPY 
are admitted 


the 


rooms to which they 


windows except those in 


room are equipped with locked wire 
screens 

The club room makes possible a 
amount of therapy 


certain group 


which plays an important réle in the 


New York City 


Knickerbocker program. Here, the pa 
tients and their sponsors discuss their 
common problems, hopes and fears 
Here, too, they begin to absorb the 
principles of Alcoholics Anonymous 
This from 
our and 


arrangement has evolved 


experience on this service, 
it seems to be quite effective. 
Patients are selected and sponsored 
by Alcoholics Anony 
mous, and all admissions are arranged 
through A.A. headquarters. The spen- 


sor of each patient makes the financial 


members of 


arrangements, accompanies him to the 
hospital, remains with him until he 
has been examined and formally ad- 
mitted, and comes to the hospital for 
the patient upon his discharge. In 
big brothers or 


fact, sponsors act as ; 
Applicants 


sisters’ to their charges 
are considered eligible for admission 
when they are ready to admit that 
they are alcoholics, that they cannot 
stop drinking without help, and that 
they do want that help. Readmissions 
are not permitted. Neither Alcoholics 
Anonymous nor the hospital trustees 
wish patient to with the 
idea that, “I feel fine now, and if J 
slip all I have to do is to go back 


the leave 


75 











to Knickerbocker and get ‘dried out 


Moreover, the psychological ettect of 
mixing repeaters with new = patients 
would be bad 

Visitors are limited to members 
ot Alcoholics 


highly 


Anonymous. It is con 


sidered important to shield 


the patient from business and fam 
ily worries while in the hospital, and 
this prohibition extends to telephone 


communication except in emergencies 


$75 FOR FIVE-DAY STAY 
The usual period of hospitalization 
The 


upon admission to cover 


five days patient or his spon 


ze for this period. There 


no additional medical fees, so the 


patient receives hospitalization 


routine psychiatric and medical care 


per day. In view of the 
lit Alcoholics 


beds at 


Anonymous usu 
lly keeps the about an 8&5 
occupancy level, th 


per cent re unit JUST 


vancially. It is 


} 


ibout breaks even fu 


Ss a special service for 


ction of the house staff, and 


ictending physicians on medicine 
the service 
preadmMission eXa 

shows that the patient ts 

lical surgical case 


the ilcoholic 


1 admission transferre 


ward or private service. If 


S suffering trom 


severe 


involvement or pneumonia for 


regular 
ulcoholu 
bedside nursing 
need further 
inment The 


Knick 


erbocker for the indicated therapy, or 
the case findings are available to his 
family physician for guidance 

In many of the cases treated here, 
the five-day hospitalization period is 
too short for maximum effectiveness 
Few of these patients, however, have 
either the time or the financial re 
sources for a long stay, so the five-day 
norm has been adopted as a working 
The 


Proper 


compromise treatment is not 


complicated diet, vitamin 
therapy, and ample sleep go far toward 
laying the “jitters and shakes” and 
restoring a normal appetite for nour 
food. Many of 


almost 


ishing these 


have 


patients 
exclusive 
j 


1S 


been on an 


cohol diet for considerable perioc 


of time, often consuming from one to 
two quarts of liquor a day. It is very 


Duffy's Tav 
30 in the evening and 


heartening to drop into 
ern” about 8 
see the quantities of sandwiches, milk 
nd ice cream being consumed by men 
already had 

} 


meals during the day, to say 


who have three good 
nothing 
f supplementary liquid nourishments 

The patient is made cognizant of 
he nature of his illness by the doctors 


nurses and A.A 


s an ill person, with no harsh words 


visitors. He ts treated 


or recriminations. Physical restraints 


re seldom necessary, but the sponsor 


usually re 
} 


nd a volunteer attendant 


main with the patient until 
sleep. Members of Alcoholics Anony 


voluntary 


1 IS 


mous give many hours as 


trendants, and their contribution ts 


nvaluable. They understand from 


their own experiences with John Bar 


leycorn just what the patient ts 


going 


and what lo to quiet and 


nurse, four general duty 


two nurses aids 
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signed to the unit. They, with the 


assistance of A.A. volunteers, are able 
to provide all necessary care for the 
patients inasmuch as most of them 
are ambulatory after the first day. The 
nursing cost is approximately 75 per 
cent of that for a general medical or 
surgical unit of the same size, and the 
per capita cost of medical supplies 1s 
comparatively low. Surprising as it 
may seem, it is one of the quietest 
sections in the hospital 

In the three and one-half years since 
3700 


treated 


service, 
been 


the inception of this 
have 


may be 


men and women 
Such 


able through the 


information as avail 


various groups of 
Alcoholics Anonymous, supplemented 
by later personal and hospital con 
tacts with the patients, indicates that 
the percentage of Knickerbocker 
graduates’ who remain dry is en 
couragingly high. Of course, much of 
continued —absti- 


the credit for this 


ence must go to the A.A. groups as 
they do the real follow-up work with 


the patients 


THEY CAN BE HELPED 
Based upon this hospital's experi 


ence with nearly 4000 alcoholics dur 


ing a period of three and one-half 
years, the following conclusions seem 
to be justified 


sick 


nd in many cases can be helped by 


The alcoholic is a person 

proper medical and psychiatric treat 

ment 
2. Ie 


such patients in a general hospital if 


is quite feasible to care for 


they are properly screened before ad 
mission 


3. Such a service need nor interfere 


with other hospital services 
i. It poses no great nursing prob 
lem 


5. It is less expensive to operate 


than a general surgical or medical 


Service 
6. It lends itself readily to inclusion 

is a regular medical service for teach 

ing purposes 

7. It is highly worth while because 


of the number of who 


sick people 


ire restored to useful family and vo 


cational life 
As a hospital administrator I con 
amazed at 


tinue to be the changes 


that can be wrought by scientific 
medical care and psychological direc 


Men and 
into the hospital 


tion in such a short time 


women who came 
defeated, hopeless and, in many Cases, 
helpless go forth to face the world 


with hope and confidence renewed 
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St. Luke's day nursery 
now has eleven small 
residents who enjoy all 
the comforts of home 
while their mothers are 
on duty in the hospital. 
Play pen, electric re- 
frigerator, high chair, 
small table and chairs 
and other equipment 
make the room a pleas- 
ant day-time home. 


. 


\ 


Nurse Nurses’ Babies in DAY NURSERY 


N ORDER to help meet its nurs 
ing Luke's Hospital, 
Kansas City, Mo., opened a day nurs- 


needs, St 


ery for babies of registered nurses 


who would work in our hospital 


With the shortage of graduate nurses, 
we believe the day nursery establish 
ment will be a highly effective method 
of attracting them to St. Luke's Hos 
pital 

It is not unusual, at the present 
time, to enter our dining room in the 
mother and 


The 


of two of our resident physicians are 


evening and see father, 


baby seated at the table Wives 
working and their babies are placed 
Only babies 
and preschool children are accepted 


in the nursery those 
whose mothers are registered nurses 

This type of service, connected with 
the hospital and under the supervision 
of a registered nurse, relieves the par 
ents of exorbitant day nursery charges, 
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MELVIN H. DUNN 


Assistant Administrator 
St. Luke's Hospital, Kansas City 


M. ALICIA SAYRE, R.N. 
Director of Nurses 


St. Luke's Hospital, Kansas City 


inconvenience and worries and assures 


the mother that her baby is placed 


in a well equipped, well lighted, and 


well ventilated nursery that renders 


the most modern service and is a 


cheerful place for the child to play 
and rest 
herself the 


A graduate, who is 


mother of an 18 month old daughter 
and the wife of a resident physician, 
organized the nursery in two rooms 
floor of the St. Luke's 


Cribs were installed 


on the first 
residence 


room, while a play pen, 


nurses 
in the “nap 
electric refrigerator, high chair, small 
table and chairs, and other equipment 
made the playroom attractive and use 
ful 
The 


lunches, nourishments, diaper service, 


nursery provides baby care, 


and emergency medical care for eight 
hours, six days a week at $1.25 a day 


The mothers as they come on duty 


cach morning bring the prepared 


formulas and daily schedules with the 
To 
from 


infants date, the babies range 
months 
1948, 
four 
to eleven. This 


additic mn of 


in age months to 18 
The nursery opened Sept. 1, 
with an enrollment of 


which has increased 
the 


staft 


increase necessitated 


a nurse’s aide to the and an 


other room in which to segregate the 


smaller babies. Although there may 


be changes in the present arrange 


ment, facilities for expansion will be 
made available as soon as the need 
is justified 

The 


nurses 


j 


days the graduate 


limited by 


hours and 


can werk are the 


hours and days the nursery is open 


The nursery is not yet financially self 


supporting, yet it 1s gratifying to 


know that each baby in the nursery 


means another graduate nurse on duty 


in the hospital 








- About People 


Administrators 

Dr. Edward M. year’s internship at 
Berneckerresigned ( 
is New York's ( 


iss1oner rt 


outs University. He completed his 
Grace New 


New 


Haven 


ommunity Hospital, Haven, 


onn., last June 


D Donald M. Rosenberger, tormer ad 
s ecelm 


ministrator ot Hamot Hospital, Erie, Pa 
administrator ot 


} j 
Mas been 


Maine 


IpPponte d 
Portland, et 
Dr. 


resignation 


General 


Hospital, 


fective January 15, to succeed 


Stephen S. Brown, whose 
vas December 
Hosprrat. Maj. Gen. 
Willis succeeds Mr. Ro 


Hamot 


ounced inthe 
of The Moprrnx 
John Mitchell 


iberver it 


Was ani issuc 


I Imer W. Paul, who received his mas 


leyree in hospital administration 
Northwestern University in | 


een administrator of 
wer Hospital, Toledo, Ohio. Mr 


student to 


Mact 


Pau 


Mal 


receive the 


ichern medal 


St Tol oe Xh Taylor O. Braswell will become ad 


Pike County Hospital, 


when | completes his 


with the W. K 


th 
wont 


A. Hay, 


George 


dpecn appomted 


Nicholas J. Cafaro has 


Strative issistant ind personne 
Hos} ital, 
Mr. Cataro has 


John’s 


St. John’s Episcopal 


yvecn 


since his re 


Dr. Marshall F. Shields ha 
Dr. Jose ph Scattergood 


Dar ote S 


Armour 


Loubris, 
Evans | 


Dr. W. T. Sherman Thorndike 
, rect Germa 
LI t Philad 


\ s received his 
Dr. Donald ¢ vans received hi 


Smelzer. 
in 1934 fron 
Theology. He served 


Wichita area 


1 chaplain in the 


until 
Victor . Costanzo n » her } ne 


! rator ¢ I I \ on separation trom the armed 
entered 


ot Hospital Ad 


his year s mtern 


I4f) he 


He received his 


1dministra 


Sister Mary Florina, tormerly admin 


istrator and Supertor of St. Francis Hos 


pital, Evanston, Hh. has taken up het 


new duties at St. Elizabeth's Hospital, 


Ind M. Wilberta, to: 


the last seven years supervisor of depart 


Latayette, Sister 


ments at the Latayett hospital succeed 


Sister Mary Florina at St. Frances 


Allen W. Houghton has accepted the 
manayer ol \lex 
indria Hospital, Alexandria, Va. Dur 
war, Mr. Houghton served with 
Red ¢ 


position ol business 
ny the 
| 

later be 


N.R.RAA 


he American and 


ross 


ime a deputy director of | 
Dr. Herbert T. 

Wagner has been 

ippornted medica 

director ot — the 


tah 


Hospital tor Po 


new State 


| 


rmmvelitis and 


Other Crippling 
Children’s Dis 

constructed on the Univer 
Salt Lake City 


comple ted, Dr 


cam} us, 

itil the new hospita 

Wagner 

temporary service 

las. Dr. Wagner was program 
of the Division ot Hospital 


l S.P.HS.. n Den eT 


will supervise activities at. the 


hospital at Fort Douy 
director 


Facilities 


Guy M. Hanner, assistant superintend 
Phoe 


three vears, ha 


ent ot Good Samaritar Hospital, 


nix \riz., tor ast 


been succeed 


J. O. Sexson. Mr. Sexson, who concluded 


his twenty hith 


elected administrator to 


superintendent 


( the hos} ta nor president of the 


board ot directors 


} 


has been 


Whitelaw H. Hunt 
acting administrator ot Cooper Hospital, 


Camden, N.] 


trator of the 


named 


Thomas Carden, adminis 


hospital, has been inactive 


because of a serious heart attack 


Donna Galin has been named 


super 
intendent of Rochelle Hospital, Rochelle. 
Ill.. to succeed Hulda Gunther. Mis 
Csunther 1a position on the 


has wecepted a 


faculty at School ot 


Nursin 


Blessing Hospital 


Quincy, Il 


Brother Alexius Kuhn is the 
Brothers Hospital, Chi 


new rec 
tor of Alexian 
wes Brother Charles Jes- 
Page 166 


igte He repl 


( ntinned , 
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These photographs are from a new 
stripfilm on I. V. procedure, pre- 
pared by Cutter for use in hospital 
training programs. For a print, write 


Cutter Laboratories, Berkeley, Calif. 


3 simple steps 
prepare Saftiflask 
for use 


step 1. Remove outer Safti- 
seal by stripping scored tab. 


STEP 2. Remove vacuum-sealed 
rubber liner from stopper. In- 
rush of air denotes perfect 


vacuum, 


STEP 3. Insert connecting tube 
of Expendable I.V. Set into 
outlet hole of Saftiflask stop- 


per. 
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- Sterile 
- Pyrogen-free 


- Ready-to-use 


Cutter Expendable Intravenous Sets come 
assembled for immediate use. Simply remove 
protective coverings, attach a sterile needle, 
and you're all set for simple, time-saving, 
safe administration. 

Team this streamlined disposable set with 
sterile, pyrogen-free Cutter Solutionsin Safti- 
flasks—and you have the ideal combination 


for I.V. infusion. 


CUTTER Laboratories + Berkeley 10, California 











Volunteer Forum 


Conducted by Raymond P. Sloan 


These Designing Women 


Member 


HE Womens Society of Memorial 
Hospital Center for Cancer and Al 
lied Diseases in this fast year rang up < 
9? OOO in 


year before (the 


toral of $1 cash for the 


Center: the year ot 


its inception) the society accounted 


for $125,000, and the year before that 
when it was a group of willing women 
called in by the hospital to assist in 
fund raising, it netted 


000.000. Plus the 


more than $1 


cold cash, these 


women are responsible for gifts of 


television sets, pianos considerable 
redecoration of the hospital, and high 
er patient-morale 

How did 
this To 


that 


the women accomplish all 
begin with, they are endowed 


with most devastatingly effective 
of all women’s 


Highly org 


with a. stre 


liscases, the gimmies 


inized, they are reinforced 


leader constitution 


by laws, a place n the | 


ospital’s 
lecep-roote 
concerning tne CG 


board of Managers, and 1 


Oonviction ncer 


cause. Armed with these 
relatively simple for them t 
their victims t 


pockets and 


THE BOARD WAS IMPRESSED 
When rhe 


raising 


mM spital 
arive if 


ition enlistec 


fri 


conti 
The 


impressed wit 


hospital family 
gers 
nce that million dol 


i resolution recommen ny 


tablishment of permanent we 


80 


Women's Society 


ETTA L. WANGER 


Memorial Hospital Center 


organization under the leadership of 
the chairman for the women’s division 
in the fund drive 

The organizational procedure was 
the new chairman and two asso 


this 


ciates selected a group of women to 
survey the needs of the hospital and 
to make recommendations regarding 
the setting up of such an association 
These founders on the fourth of June 
1946 elected their officers and accept- 
and by-laws. With 
Women's Society of 


Memorial Hospital Center came into 


ed a constitution 


this action the 
being 

The direction of the society 1s in 
vands of an administrative board 
e business of the board is conducted 


j 


nm executive Committee, composed 


the officers and standing commit 


chairmen. Standing committees, 


by the needs of the hospital 
needless to say, working in close 


' 
cooperation with the various hospital 


On Friday afternoons the so- 
ciety has a children's party. 


New York City 


departments, include: education, per 
sonnel, fund raising, publications and 
publicity, service, house, finance, mem 
bership and constitution and by-laws 

Chairmen of these Committees are 
appointed annually by the chairman ot 
The 


years, the 


the society officers are rotated 


every two term for board 
membership is three years with reelec 
tion possible. Officers remain on the 
board for one year after their term of 


othce 


THREE MAJOR GOALS 

The objectives of the society are 
to serve all departments in Memorial 
Hospital Center by creative and pro- 
disseminate such 


motional work; to 


information as may be provided by 
Memorial Hospital Center on cancer, 
to stimulate the support of Memorial's 
treat 


ment and researcn in Cancer, and the 


program of prevention, Care, 
education of doctors as specialists in 
the field of cancer and allied diseases 

Perhaps the best method of elabor 
ating on these objectives of the wom 
en's society is with a breakdown citing 
examples of activities as executed by 
the standing committees. Other hos 
pitals may benefit thereby and be in 
like organizations 
The 


oped a Project Book in which the 


spired to institute 


Creative Work society devel 


urgent needs of the hospital are as 


sembled in a clear cut catal -g-like 


presentation, noting Costs Donors are 


thus able to see where their money 


ZOES pick ind choose specific items 


One of the needs met was a $12,000 


x-ray machine 


The children’s ward, which was tor 


merly decorated in typical hospital 


style, was, through the offices of the 


society, decorated with blown-up car 


toons by famous artists. The eftect of 


this not only was generally cheering but 
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Antibiotic therapy is greatly simplified when C.S.C. Crystal- 
line Procaine Penicillin G in Peanut Oil with aluminum 
monostearate is prescribed. A single 1 cc. injection (300,000 
units) produces therapeutic blood levels for 96 hours in over 
90% of patients, and for 48 hours in all patients. For certainty 
of therapy, this preparation need not be given, as a rule, 
more often than once every other day. 

Crystalline Procaine Penicillin G in Peanut Oiul-C.S.C. 
contains 300,000 units of micronized procaine penicillin per 
cc., together with 2% aluminum monostearate for producing 
a thixotropic suspension. This outstanding penicillin prep- 
aration is free flowing and requires no refrigeration. It is 
indicated in the treatment of most infectious diseases ame- 
nable to penicillin therapy. 

Available at all pharmacies in economical 10 cc. size rub- 
ber-stoppered vials (300,000 units per ce.), and in 1 cc. size 

300,000 units) glass cartridges for use in the C.S.C. Dis- 


posable and Permanent Syringes. 


96-HOUR 
CRYSTALLINE PROCAINE PENICILLIN G 


IN PEANUT OIL 
WITH 2% ALUMINUM MONOSTEARATE 


Aa MELLEL 
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Left: 


Famous cartoonists decorated walls of the children's ward with 


blown-up favorite "Funnies'' characters. Right: Women's Society guide 
at work. Pool of fifteen guides is available for tours of the Center. 


served ¢ I \ their 
hospital doldru » he a row over 
the 
evidences of 


would sleep in cubicle 


Orher 


which one 
with Superman 


the women's society in the childrens 


ward ray window curtains, nursery 


ture movies, parties for every 


holiday, and attractive clothing 
remarkabhl \ wy f loc li ] 
emarkaDice Way ( estroy cilnical 


mk sphere 


the theory 


t a considerable part illness is 


boredom, moved & nstitute occupa 


tional an 


1 recreational therapy. As a 


result a hospital department of recrea 


professional d 
The 


committee 


uional therapy under 
| society s 
acts 

this depart 
n October 


t 


toys. A 
job 


yarn 


ay from her 


typewriter to practice 
egain speed and 
professional world. An 


d to help 


Irawing boar 


ind, mciden 


feievision set on 
Ambula 

i 

occasionally 
1uditorium 


From time to time, tor example, pro 


tessional entertainers make the rounds 


sone 1 dance or 


Ww ith a 


82 


spe lls 
They 


lies 


day, children’s day at the clinic 
tor little 


are given toys to play with and goo 


the patients 


party 


to eat. This program ts highly ap 


proved of by the hospital because 11 


keeps the small try relaxed and un 


worried while waiting their turn 
Nor is the hospital staft overlooked 


The nurses’ home has been redecorat 
ed with 


bright chintzes and other 


The doctors, nurses 


1s are 


nome like touc ics 


their frien given 


workers and 
lances and other parties 

This is by no means the summation 
creative objective of the So 

fill our 
to Prom 
Ret 
first 
> 00 is 


ot the 


ciety, but the picture we 


Work 


a publica 


will go on nal 
The Memorial 


which 


40U 


non with its issue reached 


the brain 


in audience of | 
child of one of the 


Was 


members of the 


society. It recommended by the 
hospital's coordinating Committee to 
be established as a regular semiannual 
The interprets 
and reperts on the myriad services and 
Memorial Center for 


1s and donors 


publication Revieu 


uctivities of 


frienc 


Last spring, a shares project and 


large cocktail party at a hotel brought 


into the hospital's coffer a total of 


$39,776. Because it was a gay, social 


new people were intro 


work 


Center 


iffair many 


luced to the and purpose of 


Memorial 
triends were 
Fund raising at Memorial is a year 


and many new 


made 


round need in which these designing 


women participate in Cooperation with 


the hospital's regular tund raising de 


parement. The only breaks the women 


ulow themselves in their constant et 
torts to help support the Center are 
the months of the 
United Hospital Fund and the Ameri 


Society ¢ take 


year when the 


can Cancer impaign 


ver 


The second objective of the wom 


en's society, to disseminate informa 


developments in 
Memorial 
an extensive and en 
Program. Last 


rganized 


tion on cancer and 


the cancer field at Center 


is carried out by 
veloping Edacationa 


year, the society « and con 


ducted a the request ot 


the New 
tee, Women's 


symposium at 
York City 


Division in 


Cancer Commit 
anticipa 


The 


these 


its annual campaign 


tion of 


purpose was to indoctrinate 


workers with additional background 


knowledge of the cancer problem 
for 


triends 


A series of lectures was oftered 


the society members and their 


to inform them on various aspects of 
Center. This year 


ed ettort to 


cancer work at the 


there will be a concert 


reach more and varied groups through 


another series of lectures based on 


cancer program. Indoc 


Memorial's 
courses are provided for vol 
unteers A speak 


bureau is set up to supply clubs 


trination 


and new members 


ers 


a special com 


and other groups, and 


mittee works on creating and develop 


ing audiences 


Another important tacet of the 


educational program is the handling 


of tours by les, all members of 


ul 


the society. These guides take visitors 


hospital, explaining the 


through the 
various functions of each department 
visitors are 


instances, the 


| 


from distant 


n Pa 


In many 
the 


doctors parts of 


114. 


nlinnwed 
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LOW INDEX OF ALLERGENICITY—Bacitracin is outstanding in that its 


application topically is only rarely complicated by allergic manites- 


tations. It therefore possesses a distinct advantage over many othe 
antibiotics, freeing topical antibiotic therapy from this formerly 


serious limitation. 


WIDE RANGE OF EFFECTIVENESS—\Vhile its spectrum of action largely 
parallels that of penicillin, Bacitracin is destructive to many strains 
of pathogens which are penicillin-fast. Thus it broadens the scope of 


anubiouc therapy and enhances its therapeutic efficacy. 


PROMPT ACTION—Injected in solution into the base of pyogenic 
lesions, or applied topically in the form of an ointment, Bacitracin 
acts promptly upon the bacterial invasion. Response is apparent in 


most cases within a short period. 


INDICATIONS— Bacitracin, topically administered, is indicated in the 
treatment of many deep pyogenic lesions of the skin, superficial 
cutaneous pyogenic lesions, and many external ocular infections 
due to Bacitracin-sensitive organisms. Bacitracin is administered 


top ally only. 


Bacitracin, in dry form for making solutions, is supplied in 20 cc. 


serum-type vials containing 2,000 and 10,000 units, and in 50 cc. 





vials containing 50,000 units. Also available as Bacitracin Ophthal- 
mic Ointment in ! x, ounce tubes and as Bacitracin Ointment in % 


ounce tubes, both containing 500 units per Gm. Literature available 


to physicians on request. 


BACITRACIN 
BYALA ™“— 
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Medicine and Pharmac 


VISITING STAFF 


Comes to the Aid of 
Boston State Hospital 


i lin shortage of physicians in pub 

lic psychiatric institutions, particu 
larly the state mental hospitals, is well 
How 


pital solved this problem iS presented 


known one state mental hos 


is a possible aid to hospitals else 
Physi 


community 


where with similar problems 


cians in practice in the 


were recruited to assist in the work 
of this hospital 

In 1943, the ratio of physicians and 
hospital superintendents in the vari 
ous stare hospitals was 0.0 & 


This 


over 


1000 pa 


rrents represented a slight de 


crease the number available in 


1942. Shortages in medical statts were 


extreme everywhere. Standards were 


suggested by rhe 


for 


tar short of those 


American Psychiatric Association 


psycniatr 


| ¢ hospitals 


A survey made by the committee 
for Ad 


confirmes 


n hospitals of the Group 


vancement Psychiatry i 


this short loctors. It revealed 


he doctor-patient 


loctor to JOO pa 
tew areas, unlicensed physi 
general practitioners 


he short 


ot physicians 


medical care 


nnane 4 

ilt ot the 

c missioner, De 
Mental Health, Boston 

Psychiatric Host 


ve y the 


support 
efforts 


tals and 
appr Amer 
Associatior ‘ ] + R¢ 

American Journal of Psy 


tember j 


WALTER E. BARTON, M.D. 


Superintendent 


Boston State Hospital, Boston 


its 3000 patients in residence and 


1300 annual admissions. It has been 


lifficule to attract doctors to institu 


tional work at the salary rates offered 


Little attempt has been made up to 


now to enlist the help of medical men 
in the adjacent communities. Few will 
deny that the state hospital, with its 
and Its 


living-in arrangements tra 


fitional commitment methods, has 


isolated itself from general medical 
practice in the community. Most prac 
little, if 
contact with the mental hospital. Usu 


ally 


for 


tucing physicians have any 
the doctor who refers his patient 


care in the state hospital com 
pletely delegates further responsibility 

Boston State Hospital, located in a 
large city, had the advantage of being 
close to a source of supply of doctors 
It seemed logical to turn to this source 


The 


jobs that could be done by physicians 


for medical aid various kinds of 


in practice in the Community that were 


being done by 


inalyzed 


then staff physicians 


were If we could get physi 


cians in the community to help, we 


reasoned that our psychiatrists would 


have more time for intensive work in 


the therapy of mental disorders. This 


was a job they better fitted to 


do and enjoyed doing if they only had 


were 
the time 

It was agreed that all annual health 
inventories of patients could be done 
by physicians in practice in the com 
This 


note 


nunity consisted of an annual 


progress covering the mental 


state and also an annual physical ex 
The 


society was asked to help find doctors 


imination local district medical 


would be interested. A 


inserted in its 


who Notice 


was bulletin stating 


that a fee of $2 would be paid for 
each mental or physical examination 
made. The hospital was deluged with 
otters of assistance 

A group of ten physicians, all in 
the was se 


practice in community, 


lected. These physicians came to the 


Each 
one examined about eight patients at 


hospital one-half day a week 


each visit. Doctors with psychiatric 
hospital experience were selected to 
do the mental examinations. Psychiat 
ric training, although desirable, was 
not an essential requirement 

The physical examinations done by 
contract physicians were far superior 
that had statt 


Their 


to any been made by 


physicians in recent years 


recommendations for further study 
medical disor 


establish 


a series of medical clinics at 


and treatment of the 


ders discovered led to the 


ment of 
the hospital. Specialists in Community 
practice were obtained to operate this 
service 

A medical clinic was established on 
a scheduled morning every week, as 
were a surgical clinic, a genito-urinary 
clinic, a clinic for the diagnosis and 
treatment of tuberculosis, and one for 
foot ail 


physical medicine; as minor 


ments were prevalent, 
hold 


clinic 


a chiropodist 
assigned to clinics 
The 


month 


was SIX per 


month eye was needed 


rwice a the reading of x-ray 


plates and requests for special exam 


led 


ittention of 


week. A_ skin 


clinic and an ear clinic were held once 


inations deman« the 


the radiologist twice a 
1 month 
The 


examinations 


report of the annual physical 


with its recommenda 
tions for treatment or study, was sent 
to the resident senior psychiatrist in 
charge of the service on which the pa 


He 


ro one of the specialty clinics tor addi 


tient resided routed the patients 


tional survey and study, if that was 


indicated. A series of treatment rooms 


the ward 


and 


was established in various 


buildings where medications 


minor ailments could be treated 


hour, in the manner of 


sick call 


Two twenty-five 


stated 
army's 
bed wards, one for 
men and one for women patients, 


The se 


service 


were then established wards 


constituted an “inpatient for 


The 


wards was assigned as 


the visiting statt management of 


the the re 
sponsibility of a designated chiet of 
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of 


we 
Sate 


NOW AVAILABLE 


The dihydro 


form of 


I]} stre plom yoin 
WY . 


ihydrostreptomyein Squib 


PERMITS HIGHER DOSAGE FOR MORE PROLONGED PERIODS 


WHAT Is IT? = A potent antibiotic compound derived from streptomycin by re 
duction with hydrogen 

WHEN Is IT , ' 

INDICATED? Like streptomycin, as an adjunct to other measures in tuberculosis. 


Phe antibacterial activity of Dihvdrostreptomycin usually parallels 
HOW DOORS 


a that of streptomycin in tuberculosis. Resistant strains of organisms 
IT ACT! 


appear to develop as rapidly as with streptomycin. 
Dihy drostreptomycin is significantly less neurotoxic than strepto- 
WHAT AREF ITS 


) mycin and hence can be given in larger doses and for more pro- 
ADVANTAGES 


longed periods. In addition, patients showing allergic reactions to 

streptomycin have been able to continue with the dihydro form. 

HOW Is IT } , , 

y Only intramuscularly pending further clinical studies. 

ADMINISTERLD & 

Daily doses of 2 grams of Dihydrostreptomvein Squibb mav be 

WHAT IS THE given safely for periods equal to those in which streptomycin has 

DOSAGE? been restricted to 1 gram a day, provided there is no renal dvsturm 

tion. Average dosage—1l to 2 grams daily in divided doses every 
12 hours. 

20 ce. vials containing the equivalent of | Gm. streptomvein base 

HOW SUPPLIED? Hi 

f 


50 ce. vials containing the equivalent of 5 Gi. streptomycin base 


E. R. Squibb & Sons, New York 22, N. Y. 


S« LUI BB a leader in antibiotic research and manufacture 
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medicine and chief of surgery, who 


were both practicing physicians in the 
community. A stated number of beds 
for medicine, for surgery, for ortho- 
pedics, for neurosurgery, and the vari 
ous specialties was established in the 
manner of a general hospital within 


this unit in order that any visiting 


staff physicians seeing patients in a 
specialty clinic might refer for hospi 
tal care those patients who required 
idditional study or surgical or medical 
treatment 


A resident was assigned to this 


service to give twenty-four hour cov 


erage under the direction of the visit 
ing staff. This organization gave com 
plete diagnostic and therapeutic cov 


erage to the somatic medical needs of 


our patient population. Annual mental 


surveys made by outside physicians 


brought to 


who 


soon attention many pa 


tients were ready for visits or 


additional psychiatric treatment, or 


who were in need of changes in 


management. Reports of examination 
were routed through the desk of the 
senior 


physician on the service on 


which the patient resided 


STAFF CONFERENCES IMPROVED 
Much valuable staff physicians’ time 
in the past had been lost in staff con 
ferences t& 
had 


tion when 


which each patient's prob 


lem been channeled for dispe S! 


there was thought of the 


tients returning to the community 


he pressure of a mass of 


preat Cases 


waiting consideration created a bot 


tleneck that wasted patients’ and doc 


tors time. It was possible t employ 


psychiatrists practicing in the com 


munity who were diplomates of the 


ind whe 
j 


were competent decisions 


regu ] 
equire 


These Visiting men were placed in 


harge of th itf conferences, which 


were attended only by the physician 


whose patient was to be presented tor 
ind the senior on the 


resided. This 


icrion Service 


n which the patient 


relieved other physicians of the tedium 


of handling the many cases that re 


quired processing in the 


lso spec 


hospital. It 
ed p tne 
Orher ing 


found to su 


lisposition 


I 
psy« hiatrists were 


pervise psychotherapy done 


by inexperienced younger staff mem 


bers as ur program of intensive 
treatment of patients expanded 
eee 


ided a psychiatrist to manage an 


pa 
pa 


he 


outpatient clinic which served our 
rients on cé nvalescent status in 


community who required follow-up 


86 


had 


been getting only perfunctory atten 


treatment and who in the past 
tion 

Another drain on staff psychiatrists 
time in the past had been the man 
agement of employes’ health problems 
This, too, seemed a logical procedure 
to delegate to visiting staff members, 
and accordingly a man in practice in 
hold 


emer 


found to 
Outside of 
gencies, all employes’ health problems, 
checks of 
were referred to 
member for 


the community was 


employes clinics 
examinations, inoculation, 
handlers 
staft 


and food 


this visiting man 
agement 

It can readily be seen that there was 
established an orderly process for the 
management of patients’ physical ail 
means for more 


ments, as well as a 


intensive care and treatment of the 
mental disorders of patients. Our em 
ployes also profited by an improved 
quality of medical care 

Instead of allowing the accrued 
time of our staff psychiatrists to be 
utilized in improved management of 
day by day routine matters, all of 
our resident doctors were required to 
carry at least one patient for intensive 
individual psychotherapy and at least 


one unit of from ten to fifteen pa 
tients for group psychotherapy 
As a 


visiting 


direct result of this intensive 


staff program, medical treat 


ment for patients has improved enor- 
mously. Our twenty-three staff physi 


cians, who were previously caring tor 


3000 patients and the 1300 admissions 


ilone, now are assisted by thirty-one 
visiting staff members 

shock 
fifreen to twenty 


shock 


Insulin sub-shock 


Three electric units each 
trom 
day. An 


six patients per da 


treat patients 


insulin unit serves 


is available to an additional number 


of patients. Lobotomies are performed 


once each week as are three major 


surgical operations. Improved care is 
wailable in orthopedic and tubercu 


lous cases and for other disorders as 


well 
The use of visiting doctors has 


greatly improved medical care and 


needless to say, has resulted in im 


proved morale and interest in our staff 


physicians, as they have been able to 


levote an increasing amount of their 


rime to psychiatric treatments which 
re their prime interest 
Without a 


admitted 


visiting staff program 


only newly cases had been 


processed. There was no time for in 


tensive psychotherapy or for much in 


the way of adjunctive psychiatric treat 


ment. Annual health inventories, both 
mental and physical, had been in at 
rears or perfunctorily performed. Tu 
berculous patients had been poorly 
treated and only 


emergency surgery 


was done. Previously, consultants were 


available but were only used when 
surgical or medical emergencies arose 
which our own staff could not handle 
The poor 
standards of medical diagnosis and 
textbook 


state hospital, with its 


treatment, revealed many 


oddities of advanced undiagnosed 
medical conditions 

The visiting staff system brought 
placed re 


many improvements. It 


sponsibility on a group of visiting 
men, delegating to staff physicians the 
coordinating and referring of cases in 
to proper channels, allowing staff men 
to devote their principal energy to 
the psychiatric care and treatment of 
This psy 
job he could do best 
train residents more 


mental patients used the 
chiatrist for the 
It allowed time to 
thoroughly in psychiatric technics; it 
Stati 


and 


greatly increased the interest of 


physicians and they gave more 
better psychiatric treatment 
and relatives 


Physicians, patients 


have profited, we believe, from this 


pproach to the shortage of physicians 


GOOD COMMUNITY RELATIONS 


An additional feature, which we 


had not originally foreseen, has been 
the increasing awareness of physicians 
in the 
of the mentally ill 
carried to their brother doctors about 
treatment of 


community of the problems 


The LO rd word 


the improved care and 


patients in the mental hospital has 


been of real value. Inasmuch as the 


reputarion of any hospital is, after 


all, in the hands of the family doctor 
who describes the hospital to the fam 
this has been 


ily and to the patient, 


of great value in improved public 
relations 

Another outgrowth of the visiting 
staff program was the organization of 
1 medical executive committee to de 
cide matters of medical policy. It soon 
became apparent that special prob 
lems resulted from the increased 
Here, again, we fol 
lowed the pattern of the general hos 


both 


visiting staffs to 


medical activity 
pital and elected members of 
the resident and the 
membership on this committee 

The committee 
appointed subcommittees to improve 
and the 
x-ray department, pharma- 
other treat- 


medical executive 


the operation coverage of 
laboratory 


cy, operating room, and 
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a completely M1@W approach 
to cough relief 


The antispasmodic and decongestant action of 
BENYLIN EXPECTORANT combats cough, re- 
laxes the bronchial tree, diminishes bronchial 
congestion and alleviates nasal stuffiness, sneez- 
ing and lacrimation. Containing no narcotics, 
BENYLIN EXPECTORANT combines Bena- 
dryl® hydrochloride, 10 mg. per teaspoonful, 
with other remedial agents for safe, effective 


control of coughs due to colds as well as those 


of allergic origin. 


ENYLIN 
XPECTORANT 


promotes liquefaction and removal of mucous 
secretions from the respiratory tract. The de- 
mulcent action of its vehicle soothes irritated 
mucosa. Acceptable alike to children and adults, 
its pleasant, mildly tart taste avoids the objec- 


> 


tions to cloying, overly-sweet preparations. 


DOSAGE: One or two teaspoonfuls every two to three 
hours, as soon as possible following appearance of symp- 


toms. Children, 2 to one teaspoonful every three hours. 


BENYLIN EXPECTORANT contains in each fluid ounce: 

Benadryl Hydrochloride a0 me 
diphenhydramine hydrochloride, P. D. & Co.) 

Ammonium Chloride 12 gr. 

Sodium Citrate 5 gr. 

Chloroform 2 gr. 

Menthol 1/10 gr. 


BENYLIN EXPECTORANT is supplied in 16-0z. and gallon bottles. 


PARKE, DAVIS & COMPANY * DETROIT 32, MICHIGAN 
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ment facilities, for all soon became in 
idequate to meet the accelerated de 
mands placed upon them by the more 
thoroughgoing approach of the visit 
staft This 


overall improved efficiency in 


resulted in an 
all of 


has, in 


ing man 


the various departments. It 


leed, been gratifying to see the en 


thusiasm of the physician in practice 


in the community when given an 
opportunity to build something really 
worth while in the way of a medical 
program such as is outlined here 
The ot 
has not been great. It has been $30 
OOO a 
tor clinical sessions, consisting of one 


day or 


cost this program to us 


year. Physicians are paid $25 


iny major fraction thereot 


Individual consultations are paid for 
at the rate of $10 for each case, but 
not to exceed $25 for any one day of 
The tee 
L Major Operation was set at $50, with 


consultation service top tor 


the local Blue Shield scale the basis 
for the payment of other medical and 
surgical fees that fall under the $50 


cop 





Control of Epidemic Diarrhea 


(Continued Fr 


be provided in the patients 


ot 


rooms 


for the accommodation visitors 
outer clothing 

Every nursery for the newborn shall 
be in charge of a competent physician 
for 


technic. In order t 


who shall be responsible its con 


duct and have 


proper technic established and main 


tained constantly by the entire per 


sonnel, it is necessary to have the 


control of the nursery in the hands 


of a competent physician 
The 
} 


trained 


entire personnel — shall 


to recognize quickly the 


wer signs occurring in the newborn 


When an emergency arises, the physi 


cian in charge of the case shall be 


called at once 


If student nurses are employed in 


the nursery, they should have 


iN instruction and demonstration 


course in the care of the newborn 


with particular emphasis the 


of 


graduate 


ups n 


early symptoms disorders in the 


The 


had special training in this field 


newborn nurses shall 
nave 
A total of Six 
training 1s desirable 


for 


months of pedi tric 


Responsibility 


calling the atrention of the a 


tending man to emergencies in the 


nursery shall rest with the resident 


physician intern of nursery service 

or supervising nurse 

th 
1€ 
¢ ich 


for that 


utensils 


considered 


clothing, linen and 


tor infant shall be 


clean infant but contaminat 


tor 


conditions should 


ed every other infant. Under m 


the clothing, linens 


used for infant be 
for 
| 


materials 
All 


ward should 


or irensis one 


employe another infant until 


such have been properly 


sterilized ittendants in an infant 


have constantly the state 


of mind toward all possible contagion 


that the surgeon has toward a flaw 


in aseptic technic. Aseptic technic 1s 
link in 


One 


only as strong as the weakest 


the human chain practicing tt 
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undo in a few 


ot 


careless person can 


moments the work many careful 


ones 
Each infant shall have an individual 


thermometer stored in an antiseptic 


solution 4. common thermometer 


might serve as a means for transmit 


infection trom infant to 
The 
each infant should be carefully labeled 
The 
mometer shall be kept in an individual 


ting one an 


other thermometer container tor 


with his name or number ther 


container of 70 per cent alcohol solu 


tion, or a solution equally safe and 
efrective 
The 


should 


thermometers, after each use, 


be thoroughly washed with 
soap and water before being put into 
the antiseptic solution. After removal 
from the antiseptic solution, and be 
for 


water 


thermometer is used the 
should be 


tore the 


infant, it rinsed in 


The spacing between adjacent bassi 


nets in all nurseries and isolation fa 
cilities shall be maintained at a mini 


mal distance of 6 inches on 
The 


that 
na 


all sides 


bassinets shall be so arranged 


the infant ts at least six inches 


below the upper surface 
The 


hooks 


suspension of bassinets on 
double 
The 


this 


against walls and on 


tier racks shall be prohibited 


cubicle system is preferred. In 
system, each infant is kept in a bassi 
and every 


for 


net in an assigned cubicle 


thing in the cubicle is clean the 


issigned occupant 


Physicians and assigned to 


shall 


with soap and hot water immediately 


nurses 


the nursery wash their hands 


before handling or feeding any in 
fant. Their fingers shall not touch any 
thing that goes into the infants mouth 

The shall 
immediately after 
handkerchiet 
mask 


or hose hands also be 


washed using a 


or after touching the 


face or being contaminated in 


any other manner 


The physician shall scrub his hands 
thoroughly before entering the nurs 
ery and shall wash his hands thor 
oughly each time before he examines 
The 
up 
before put 


or handles a mother or infant 
nurse should wash her hands: (1) 
on entering nursery, (2 
cap 


infant, 


ting on and gown; (3) after 


handling crib bedding 


be 


fore taking the infant to mother; (6) 


or 
(4) after changing diaper: (5) 


before returning infant to nursery 


(when taking infants to and trom 


mothers to nurse, the hands should 


be washed between handling of in 
fants): (7) after using handkerchief 
or adjusting mask; (8) afrer cleaning 
or dusting nursery, or handling ar 
ticles such as window shades; (9 
before feeding any infant; (10) after 
giving fluid to one infant and before 
fluid to after 


giving another, (11 


infant and before bath 
ing (12 


ments are given 


bathing one 


another before any treat 


though a carefully 


washes her hands 


Even nurse 


atter diapering any 


infant, there is sull a chance of con 


tamination. For this would 


be better if 


reason, it 


the nurse who diapers 


the infants would have nothing to do 


with infant feedings. However, if the 


nurse who does the diapering also 


feeds the infants, she should finish 


their diapering first. After complet 


ing the ciapering and before starting 


the feedings, she should scrub her 


hands thoroughly 
The use of common dressing, bath 
ing or diapering tables may be per 


mitted, provided these are redraped 


with sterilized linen or paper sheet 


ing for each baby. (It is well to bear 


in mind that there is less danger of 


a break in the technic if infants are 


diapered in their bassinets. ) 
the artules by Dr 
The second article, dealing with 
physical — facilities 
isolation 


ED 


This is first of two 
Bundesen 
regulations governing 
feeding, formula rooms and tech 


nic will appear next month 
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Now... for therapy at the 


site of sinus infection 


Tersavin, a new chemical compound of penicillin G 

and ephedrine, is available in rapidly soluble tablets for 
sinus therapy by instillation or Proetz displacement 
technique. For use by physicians only, Tersavin tablets 
provide the bactericidal and vasoconstrictor activity 

of penicillin and l-ephedrine at the site of sinus infeetion, 
Stable at room temperature for at least a year, Tersavin 
tablets do not require refrigeration, Each buffered tablet 
contains 30 mg of the lephedrine salt of penicillin G 
(equivalent to 30,000 units of penicillin G and 9.9 mg of 
l-ephedrine). Supplied in packages of 8 foil-wrapped 
tablets. with a vial graduated at 7.5 cc. Tersavin is being 
introduced to physicians by extensive detailing, direct mail 


and medical journal advertising. Be sure to stock it now. 


HOFFMANN-LA ROCHE INC, ¢ NUTLE 10 ¢ NEW JERSEY 


Tersavin 











Seven Steps Toward the Goal: 


Improving Hospital Pharmacy 


development of 


a the d 
and through more 


standardization 


ethcient methods of operation, the 


hospital pharmacy offers 


achieve economies and 


many op 
portunities to 
the same time to provide better 


pharmacy service Among the im 


mediate objectives for hospital phar 
these might be 


macies everywhere 


lice 
bISTOC 


1. Higher standa 


rds of training for 
hospital pharmacists 

Improving the protessional level 
of the pharmacists in the hospital or 
ganization and bringing about a reali 
zation on the part of staff doctors 


ind hospital administrators that the 


pharmacist deserves a leading rdle in 
the drug therapy program of the has 
pital 

Better and 


lighe r equipment 


physical provisions 


I standards for hos 


vital pl 
pital pharmacies 


‘= ooperation with physicians and 


pharmaceutical concerns to provide 
clinical research facilities for new de 
velopments in drug therapy 

The 
by Robert P 


the American 


following recent observation 
secretary of 


A SSO 


Fischelis, 
Pharmaceutical 


ciation, 1s of interest 


I think that it would be very help 


ful if we could stress the fact that 


hospital pharmacists must be people 
ordinary training in 


of more than 


pharmacy if they are to be of the 
greatest usefulness to hospital organi 
The 
retail 


zations who con 


ducted a 


pharmacist 


store and then retires 


and takes on a_ hospital pharmacist 
I 


issignment merely to keep himself 
occupied is a relic of a past period 
The 


one who has had training beyond that 


modern hospital pharmacist is 


of the ordinary retail pharmacy, and 
if he is really on the job he has taken 


Table of Comparative Drug Costs 





Per 
Potient 
Totals Doy 





600 BED 56 BASSINET UNIVERSITY TEACHING HOSPITAL IN THE EAST 


Patient days exclusive of newborn infants 


Drugs purchased.... 
Prescriptions filled. 


186,558 
$20,448 
24,800 


150 BED GENERAL HOSPITAL IN A MIDWESTERN STATE 


Patient days exclusive of newborn 
Drugs purchased 
Prescriptions filled 


620 BED GENERAL HOSPITAL IN THE MIDDLEWEST 


Patient days exclusive of newborn 
Drugs purchased. 


Prescriptions filled 


GENERAL HOSPITAL IN THE MIDDLEWEST 


Patient days exclusive of newborn 
Drugs purchased. 


Prescriptions filled 


79,441 
$12,050 
22,000 





extra courses in a pharmacy college 
and has arranged for opportunities 
to visit hospitals and attend hospital 
staff meetings so as to learn what the 
requirements of particular institutions 
may be 

Any encouragement that is given 
to the improvement of the pharmacy 
situation will be reflected in 
and better service for the 


savings 
entire in 
stitution.’ * 

In recent months, I have consulted 
on hospital pharmacy problems with 
twenty-five or thirty leading hospital 
idministrators, pharmacists and phar 
macologists, as well as regional sales 
managers of several of the well known 
pharmaceutical One well 
known authority in the field of phar- 
Take 
barbiturates as an Why 
should a hospital have to stock the 
kinds called for by staft 


concerns 


macology and biochemistry said 
example 


fifty 
doctors when only three types (slow, 


Or Sixty 


medium and fast acting) are needed 
in even the largest hospital? 

are taught to fill pre 
scriptions and not to question their 
merits,” Dr. M. § Dooley. 
the department of pharmacology, 
School of Medicine, Syracuse Univer 


Pharmacists 


head of 


sity, stated recently. “Substitutions are 


unethical for a pharmacist. Someone 
from the nursing staff is often dele 
gated to act as pharmacist and can 
also question no item requested. Ob 
viously such a system is without 
checks on the impulses of staffs to 
order expensive items skillfully adver 
and Staff 


pharmacy committees are notably per- 


tised detailed to them 
functory in matters of scope of drugs 
or costs 

‘Among other things, our formu 
lary is notable for its small number 
of drugs, its near freedom from pro 
prietary and trade-marked names, and 
the absence of duplications or near 
juplications. This last is important 
as anyone visiting the average hos- 
pital or commercial pharmacy knows 

“Some hospitals about the country 
have begun this kind of work. It will 
be noted that the New York Hos 
pital saved $50,000 on its drug bill 
The N.Y.U.-Bellevue di 


approach to. this 


in one year 
has a fine 
problem. In my city the ‘spade work 
done in our University Hospital is 
being utilized in the city and county 
committee, 


vision 


welfare department. A 
of which the pharmacist and I are 
members, is now editing a formulary 
for use of city and county physicians 


*Letrer to the author 
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Saddle 
block 


with 


HEAVY 
NUPERCAINE 


Sf, 


ZL il 


sthesia of choice 


in obstetrics” 


Injected Inthe ispinally only 2.5 mg 1/25 wi 
ot Nupe reamne UsStlk lly will b lock sensory im 
pulses from the uterus and birth canal tor 1 to 


3 hours 


Heavy Nupercaine “is not only safer but more 


cttective The absence of any untoward 
effect upon the baby plus the minimal amount 
of trauma to the birth canal should recommend 
this form of anesthesia for vaginal operative de 
live ry; and We b¢ lieve it pre ferable to inhal won 


Ant sth Sla si 


Pre pared in a single ampul, Heavy Nupe rcaine 
Nupercaine 1:4 and dextrose) may be 


injected M ithout MINING and without dilution 


@ Compre hensive brochure and bibliography on request 
1. Schmitz, H. ft mnd Bal G 

School of Med Am. J}. Obst. 

Jorgenson, C. L., Graves, J. Hi 

UU. of Md. School of Med.: Southern 


Heavy Nuprvcaine — ampuls of 2 cc. in cartons o 


Sales limited to hospitals 


* 
Ciba PHARMACEUTICAL PRODUCTS, INC, SUMMIT, NEW JERSEY 


NUPERCAINE (brand of dibucain« T. M. Reg. U.S. Pat. Off 
2/1442M 








When fin 


ished, it is intended for use in the 


utending welfare cases 
other large hospitals of the city and 
is expected to have the endorsement 
of the College of Medicine of Syra 
cuse University, the Syracuse Acad 
emy of Medicine, and the Onondaga 
County Medical Society. This ts the 
way to encourage better use of drugs 
ind reduce costs 

Those hospitals in which, through 
the interested, intelligent and whole 


hearted cooperation of an active 


pharmacy committee of the staff, 


standard simplified formularies have 


been established are convinced that 
the drug therapy has. been improved 
and costs have been reduced. The 
accompanying table of comparisons 
will indicate the facts 

Only one of these hospitals, name- 
ly, the large teaching institution in 
the East, has a standard hospital for- 
mulary within which the doctors pre 
scribe 

Certainly, no hospital worthy of the 
name will want to buy pharmaceutical 
products on price alone. As one well 
experienced 

I can’t overempha 


known and hospital 


pharmacist said 


>>) 


10 minute immersion 
in Edisonite 
Strips away stains a 


Replacing tedious 
instrument scrubbing 


LO 
Ae 


NOW... CLEANSE SURGICAL INSTRUMENTS 


WITHOUT SCRUBBING 


MANY NURSE-HOURS per week are being saved in hospitals where time- 
consuming instrument scrubbing has been replaced by the new method 
with Edisonite Surgical Cleanser. However many or long-dried the in- 
struments, whether metal, glass or rubber, all come spotlessly clean and 
film-free after a 10- to 20-minute immersion in Edisonite’s probing 


“chemical fingers.” 


THE EDISONITE FORMULA cleanses swiftly, thoroughly, without mechanical 
effort, by the detergent action of two modern chericals—Sodium Hexa 
Meta Phosphate* and Sodium Lauryl Sulphate. Sodium Hexa Meta Phos- 
phate comodines with proteins to form a non-ionized soluble compound, 
thus hastening the disposal of blood and tissue. Sodium Lauryl Sulphate 
causes lowering of tension at the surface of foreign materials, rapidly dis- 
persing blood, oil, fats and tissues into the solution. Instruments are ready 
for the sterilizer immediately after rinsing—without inspection. 


HARMLESS to instruments and to hands. Aids in maintaining bright metal 
finish. Protects hands from soap dermatitis. 


dium Hexa Meta Phosphate U. S. Pat. Reg. 19719. 


EDISON CHEMICAL COMPANY 30 w. wasHINGTON Sr., CHICAGO 


a a a a a rr 4 


YOUR TRIAL SUPPLY IS READY! 


Edisonite 
Chemical 
Fe Purchasing Agent 
Fingers 


Addre 


Please send me 


Edisonite Surgical 


EDISON CHEMICAL COMPANY 

30 WEST WASHINGTON ST., CHICAGO 
without 
Cleanser. I am a () 


Surgical Supervisor 


MH 1-49 


charge, your generous Trial Supply of 
Administrator 


size the importance and great value 
of the research, development and ed- 
ucational work being done by reputa- 
ble well known houses; hospitals 
should not buy on price alone and 
borderline 


concerns. However, we should not use 


should keep away from 


higher priced proprietaries unless 
there is no lower priced U.S.P. equiva- 
lent available 

Another man said, “I wish there 
was not so much duplication of iden- 
tical items under many different trade 
names. We stock far too many items 
in our pharmacy. A well organized 


and functioning pharmacy commit- 
tee could, by developing a real hos- 
pital formulary, cut out 60 per cent 
of the items we carry in stock.” 

By and large, the hospital pharma- 
cists stressed 

1. The need for further education 
of staff physicians in the economics 
of drug buying and use 

2. Further education of hospital 
on the problems of 


hospital pharmacies 


administrators 


3. Appreciation of the value of 
the educational advertising used by 
pharmaceutical concerns 

1. Need for pharmacy internships 
in hospitals 

5. Establishment of a pharmacy 
committee of the attending staff to 
work with the hospital administrator 
and pharmacists 

6. Development of standard hos 
pital formulary to fit the needs of 
individual hospitals. (We must, how 
ever, be careful not to make the for- 
mulary so hidebound that new and 
therapeutically valuable products can 
not be admitted easily and with a 
minimum of red tape. ) 

Provision ot needed checks on 
indiscriminate ordering of drugs by 
individual staff doctors 
The regional sales managers all 
recognize the growing importance of 
voluntary 


hospitals, particularly our 


nonprofit institutions, in the health 
program of our nation. They realize 
that hospital administrators, through 
improved training and educational 
methods, will play an increasingly im- 
portant role in the professional and 
executive functions of their hospitals 
Higher grade hospital management 
will be responsive to the public de 
mand for the highest grade hospital 
care at the lowest possible cost. Every 
department in the hospital will re 
ceive increasingly critical study. The 
hospital pharmacy will be no excep 


trion—E. W. JONES 
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The RITTER 
MOTOR ELEVATED MULTI-PURPOSE TABLE 


for ALL EXAMINATIONS and TREATMENTS 
Extremely High and Low Positions 


@ Developed after extensive research @® Motor elevated, rapid, smooth 
and consultation with leading mem- adjustment to any required position 
bers of medical profession. from full horizontal to Chair 

position. 

@ The Ritter Multi-Purpose Table 
has unusual operating ease and @ Rotates 180°—raises or lowers 
flexibility—provides complete pa- 4014” to 231%” from top of table 
tient comfort. to floor. 


Your surgical dealer will be glad to explain the many other important features. 
Ask him for descriptive booklet on the new Ritter Motor Elevated Table. 





Ritter 


COMPANY INCORPORATED 


RITTER PARK e 
ROCHESTER 3, N.Y. 2 


Multi-Purpose Table, Model A, Type 2 (with knee rest). 
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CLINICAL BRIEFS 


Conducted by E. M. Bluestone, M.D. 





Modern Anticoagulant 
Therapy 

Postoperative or postpartum throm 
bophlebitis and its frequent sequelae 


pulmonary embolism peripheral 


icerations, edema of legs, pain and 


eczema have in the past been greatly 


teared by surgeons everywhere The 


incidence and seriousness of these 
complications, as pointed out by J 
Erik Jorpes, M.D., of the Caroline In 
stitute, Stockholm, Dr 
E. V. Allan the 


Mayo Clinic in articles appearing in 


Sweden, and 


and associates of 


the September issue of the Annals of 


Internal Medicine, based upon six 


year studies, have been greatly de 


creased since the prophylactic and 


therapeutic use of the two modern 


anticoagulants, heparin and dicumerol 
These drugs differ in their chemistry 


ind mode of action and are used 


separately or in combination depend 








SEALSKIN® ADHERENT' 


y for 


skin protection 


y in place of tincture 


of benzoin 


Sealskin is a hypo-allergenic Liquid P 


5 el 


imply apply Sealskin around (not on) 

area of wound as a protective skin 

overing. Apply strapping when thor 
oughly dry 


SH fk 
i! 


< 


lastic 


Skin Adherent that dries to a strong yet soft 


film which adheres t 
he film is 


action of 


astic Cohesive 
kin and 
and . ant the 


Wate! 


body 


dressings. 


USE 3 WAYS 


To adhere dressings or bandages tu the 
wound dressings—skin traction bandages 


To prevent adhesive plaster skin reactions 
4 protective 

adhesive plaster 
eaving no debris 


peels of with the 


To prevent excoriation of the tissue in cases of 


draining fistulae, colostomies and the like 


Now available in 1]-oz. tubes 


1-oz. tube 
4 o2 

16 oz 
etterhead 
supply 


Write for literature 
Orde from yc 


please 


the skin before applying 
plaster 


dealer 


» the 


proof 


Huid 


Simply apply Sealskin all around the 
edges of the bandage Apply the 
bandage to the area 


TN 


Apply a 
— 


skin— 
etc 
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ee 


Each $0.60 Dozen $6.60 \ 
tube $1.50 
jar $4.00 


) 
a 


fe S i 
4 \) 
) (veal 
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Plaster peels off with Sealskin 
no debris 


leaving 


CLAyY-ADAMS COMPANY, INC. 


141 EAST 25th STREET - 


Showrooms alse at 108 West Weskiagtoe 


NEW YORK 10 


Street, CHICAGO &, ILL. 





ing upon the particular purpose and 
ends desired 
in the absence of extensive laboratory 
facilities and well trained personnel 


Heparin can be used 


Dicumerol cannot 

Extensive case studies by Crawford 
in Sweden and Murray in Canada have 
shown that thrombosis can be pre 
vented with heparin if given postop 
eratively in sufficiently large amounts 
Practically no embolic complications 
ensue, although without treatment a 
frequency of 2 to 4 per cent could 
Similar good results are 


1000 


be expected 
reported with dicumerol on 
patients treated prophylactically at the 
Mayo 1500 
Caroline Institute in Sweden 


literature has appeared 


Clinic and cases at the 


Extensive 
in the past few years and the therapy 


is generally routine throughout 


Sweden and in most large hospitals 


in the United States. However, there 


are sull many institutions in which 


the therapy is not in use. Dr. Jorpes 


figures concerning the average dura 


tion of stay in a hospital bed in all 
treated and untreated cases of throm 
bosis are highly illuminating for in 
the latter group the average siay was 
forty whereas in the former 
group the average stay was only 4.6 


upon 


days 


days. These figures are based 
a ten-year study involving some 50,- 
OOO 


thrombotic complications of between 


patients with an incidence of 


1 and per cent. It is of great im 


portance also that in the untreated 


group forty-two deaths occurred in 


lol 
whereas in the treated group, only one 


cases of pulmonary embolism 


Similar statistical 
Mayo 


group and by the Canadian group 


death in 153 cases 


results are reported by the 


There are certain dangers and con 
traindications to the use of both he 


parin and dicumerol but once these 


are observed their use can be rou 


The demonstrated 
hospital time and the prevention of 


tine Savings in 


death and 
warrant the full application of ant 


disabling complications 
coagulant therapy in all surgical and 


postpartum cases where no contra 
indications exist 

So impressive have the results been 
with such prophylaxis and therapeusis 
that Dr. Jorpes feels called upon to 
state, “Mutatis mutandis, we have 
achieved equally good results as did 
Semmelweiss exactly a century earlier 
in an effort to treat and prevent seri 
child 


ROSEN 


ous complications following 
birth or operations E. D 


FELD, M.D 
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fe periodic ts of 
black bagand the friendly capable min whdBarries it. In a very 
real sense they both represent protection and conservation of your 
x-ray investment. Regular maintenance inspections keep 


your equipment running uninterruptedly at peak efficiency... 


spare you the inconvenience and loss of time incurred 


through preventable equipment lay-ups. 


Vot how little it costs, but how much it saves... 





that’s the true measure of the worth to you of 
Picker Preventive Service. Your local 
Picker office will be glad to acquaint you 
with details of the service. 


PICKER X-RAY CORPORATION 
300 Fourth Ave., New York 10, N. Y. 


protects and conserves 
your x-ray investment 
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Food and Food Service 


St. John’s Centralized Food Sesuten: 


EXAMPLE OF EFFICIENCY and ECONOMY 


A N EXCELLENT example of the 
A* 


actical economies and greater 


ethciency that can be effected by cen 


tralization of hospital food service is 
furnished by St. John’s Hospital, St 
Louts 

At an expenditure termed “well in 


excess of $100,000," St. John’s has re 


placed eleven small kitchens located at 


various points around the five-story 


single central service 
} 


tood 


hospital with 


kitchen, which incorporates all 


service operations, storage, dishwash 


ing, processing, special diets, and 
checking at a convenient first floor lo 
inci 


cation. All of this remodeling 


dentally, which required more than a 
years time, was carried out without a 
hitch in food service to the hospital's 
patients 

Functional modernization of hospi 
tal rooms, elevator service, and medical 
lepartments had far outstripped food 
service facilities before the various 35 
kitchens replaced, ac 


Sister M 


year old were 


ording Edwarda, chief 





Diet kitchen with ten compartment refrigerator with 
varying temperatures for bland and special diets. 


96 


BERT MERRILL 
St. Louis 


dietitian. Like many other hospitals 
with decentralized kitchen service on 
each floor, St. John’s had encountered 
serious problems because food cooled 
before 
There were also considerable duplica 


tion of effort, dish breakage, and other 


it could be served to patients 


objectionable features. Inasmuch as 
food was prepared in so many kitchens 
at a time, it was difficult to meet all 
requirements or to supervise the food 
service operation closely 

When the 


hospital was serving an average of 


remodeling began, the 


56,300 meals per month, so heavy a 
load that frequently the upstairs kitch 
ens were barely able to finish the dish 
washing and cleaning before it was 
Hence, 


time to start on another meal 


the he spital management de termined 


conveyor 


Conducted by Mary P. Huddleson 


to replace the obsolete decentralized 


kitchen with an “automatized” all 


stainless metal single kitchen on the 
first floor, broken down into a series of 
food service, storage and preparation 
departments radiating around an “as 
sembly line kitchen” serving each floor 
by means of electrical conveyors or ele- 
vators rather than the old style whecled 
carts. Also, it was planned at the same 
time to solve the problem of food 
service for the 300 employes of the in 
stitution by transforming a series of 
old enclosed dining rooms into a mod 
ern cafeteria 

The present food service installation 
consists of two levels, with the main 
kitchen, diet kitchen, dietitian’s office, 


and “ice cream room” on the first floor 
and on a sublevel, storage rooms, walk 
in refrigerators, pre-preparation rooms, 
garbage refrigerator, ice room, bakery 
and sharp freezer. The two levels are 
connected in two ways: (1) by a 6 by 
6 foot hydraulic elevator directly from 


the storage room area into the kitchen 


Electrical inset, “hot side" of 32 foot stainless metal 
table which ends at the 


dumbwaiters. 
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How a touch of the exotic lifts a meal from the commonplace! 
For example this platter full of taste-tempters . . . tiny 
imported anchovies, sardines, herring, shrimp . . . the finest 
of domestic white meat tuna ... delicious pink salmon. For 
sea foods par excellence, always choose Sexton . . . the finest 


of the world’s catch . . . processed and packed exclusively 


for your table. 








THERE’S A PREFERENCE for 
VN uf Aha / hh 


ee 
FOOD CONVEYORS 


Yes, there's a big swing towards specifying 
Prometheus when it comes to Food Conveyors 








There is a Prometheus model for every 


requirement. 
Prometheus Food Conveyors are soundly en- 
gineered and built of the finest materials... 








stainless steel bodies, wells and inserts assure 
years of dependable service. 


Above) Model No. 
1038 — Serves 60 to 
110 patients. Note 





heated drawer —large 
a a 
date extra meat pan 

- At left) Model No. 1090 
, Outdoor Model. 14” pneu- 
motic tires available in vari- 


ous combinations 


Below) Model No 1023 — 
Tray Conveyor. 4 heated 
shelves, 1 cold compartment 
holds 20 trays 

















Prometheus Food Conveyors are at- 
tractive in appearance, compact in 
size, easy to handle and economical 
in cost and operation 


Send for descriptive circu- 
lar giving full details of 
vorivus designs, capaci- 


ties and special feotures 





—— 4 


Se: a eee cee meaime ae 
VAN yf a / Ahh ELECTRIC CORP., 401 WEST 13TH ST.. NEW YORK 14 








to save much heavy carrying by per 


sonnel, and (2) by means of three 


electric dumbwaiters which serve all 


upper floors of the building, plus the 
kitchen, and connect with the dish 
washing room immediately below. By 
stainless metal 


means of the three 


dumbwaiters, all of which are high 


speed and automatically 
dishes pass through the kitchen only 
once, on the way up for food service, 
and are returned directly to the base 
ment for dishwashing in a soundproof, 
remote enclosure which does away for 


hubbub 


usually attending this operation 


ever with the clatter and 

A primary objective in planning the 
new food service department was the 
and ease of 


uluamate in sanitation 


cleaning. This has been effected by 
means of sanitary tile walls throughout 
in corridors and enclosures, red quarry 
tile floors, and all stainless metal equip 
ment. Actually, all rooms are such that 


it would be possible to wash them 
down with a fire hose without damag 
ing any of the fixtures, equipment or 
enclosures 

Completely walled off from the rest 
of the hospital, the food department 
begins in the basement with the receiv 
45 feet, 
direct drive-in entrance 


Roller 


io unload trucks and 


ing room warehouse, 55 by 
which has a 
from the con 


street Rravity 


veyors are used 
roll the merchandise direct to the floor 
inside. Here, incoming foods are 
and the foods move into 


stock 


next to the elevator. This room is kept 


checked in, 


an “immediate storage room 


stocked with tomorrow's foods, accord 
ing to orders from the dietitian’s office, 
Vol. 72, No. |, 1949 
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controlled, 


Sister Edwarda, chief die- 
titian at St. John's Hospi- 
tal, in the hydraulic 
elevator that travels from 
storeroom to kitchen. 
Right: Interior of meat 
box. At the rear is a sharp 
freezing unit which oper- 
ates at ten below zero. 


and chefs and all food service workers 
find everything they need ready to be 
whisked upstairs by the hydraulic ele 
Each of 
with 


vator early in the morning 


these storerooms 1s equipped 


adjustable which 


altered by 


all-steel shelving 


can be means of metal 


pegs to fit the cartons, cans or 
bottles to be placed on the shelves 
These tightly fitted shelves have greatly 
reduced breakage and other damage 


before the food goes to preparation 


These storage rooms are at the head 
ot a 100 by 15 foot, tiled wall corridor, 
from which branch all of the pre-prep- 
aration, storage and specialty depart 
Next to 


ments supplying the kitchen 
the storage room, and constructed with 
the same tile walls as the corridor, are 
three walk-in refrigerators, built with 
remarkable economy for specific pur- 
poses. There is one meat refrigerator, 
10 by 10 feet, in the rear of which is 
an 8 by 6 foot deep-freeze unit, set at 

10 =F 
foods and ice cream can be kept for 


in which leftovers, frozen 


long periods, which allows the hospital 


to serve many out-of-season fruits 
without paying the usual premium 
Adjoining the meat box are a 10 by 
8 foot dairy box operating at 38 F 
and a produce preparation box of 
6 by 10 feet. The produce refrigerator, 
incidentally, has two entrances, one on 
the corridor, and the other opening 
directly into the produce preparation 
room which has the responsibility of 
sending all produce into the kitchen 
ready for cooking. Equipment here in 
cludes three stainless metal sinks, 
grinder, slicer and coring, washing and 


weighing machines 


Each of the basement departments 
isina separate room of its own, under 
lock and key, which greatly promotes 
sanitation and independent operation 
The butcher shop, directly across the 
corridor from the meat refrigerator, 
includes a slicing machine, low-tem- 
toot 


perature fish refrigerator, a 14 


mahogany work table, and electric 


meat saw. 
Next to this shop, in a room 18 
by 10 feet, is the bakery, with a six 
drawer gas oven, floor mixer, table 
mixer, and heavy stainless aluminum 
pots, pans and baking containers. The 
usual hospital problem of bread stale 
ness is solved by building into the 
bake shop a separate room which has 
six humidified stainless metal wall 
cabinets in which bread can be kept 
fresh twice or three times as long as 
is possible with the ordinary breadbox 
according to the hospital 
from the tor 


Around the corner 


ward-stock storeroom is one of the 
most striking innovations of the new 
hospital food service department, a 
garbage refrigerator,’ in which twelve 
cans of garbage can be kept refriger- 
ated at 30° F. This temperature, it has 
been found, obviates odors and chills 
the garbage into a solid, easily handled 
mass which can be removed once a 
week instead of being hustled out daily 
as was formerly necessary 


At the base of the three electric 
dumbwaiters that serve all floors is the 
dishwashing room, likewise equipped 
with tile floor and walls, which carries 
the entire dishwashing load for the 
hospital. The U-shaped dishwashing 
equipment 1S composed ot stainless 
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metal work surfaces, all focusing on a 


point directly in front of the dumb 


waiters. Here, everything received 
trom the dishwashers goes through a 
prewasher spray of chemically treated 
water, and silver, glassware and china 
ire split to go three ways—through a 
silver-washing unit, an automatic dish 
washer, and automatic glasswasher 

On the sidewall are a double stain 
less pot and pan sink and a “standby 
emergency sink for hand operations in 
he event any of the equipment breaks 
After being washed and blast 
racks 


to 


lown 


dishes are assembled in 


ind sent by the electric conveyors 


} 1 
the dish storage cabinets in the kitch 


ens until used again. Owing to the 


below-ground location and a_ heavy 


soundproof ceiling, there is ibsolutely 
from the dishwashing room 


no NOIsC 


ven at top speed operation 


The basement also includes an ice 


making room, which is a carry-over 


trom the old arrangement, and separate 


locker rooms tor m ind women em 


ployes 


rooms 
yuilding 
plit new cafeteria 
late QO persons 
dining 


ripped out, new 
I 


ee former 


mms were cnt ely 


pports in place and the 


suf 
walls 


were p 


were plastered; handsome dra 


peries were hung, and new stainless 


metal tables iorescent lights 


re installed I rhe, airy room 
| hospital employes eat together, thus 
the segregation < 

} 


of 


other employes 


resulted in needless duplication 


] 
serving troubles 


now id of being 
e presented along 
inter table, witl 
ited compart 

1 insets on the 
juipment as 
warmers, bread 
service Inc: 

is its owl 

a room directly 


rw center, where there are two 


tainless metal sinks, a half-sized dish 


rage Compartments for 
and tableware 


the new cafeteria 1s 


avy rubber tile floor 


The entire hospital 


nimizes sound 


can be served the noon day meal 


proximately QO per cent of the 


time formerly required, according to 
Sister Edwarda 
the first 


the 


service departme nts on 


floor radiate away trom main 


kitchen. To the rear, separately en 


closed, is the special diet kitchen, 
which averages from thirty-five to fifty 
trays per day of bland or diabetic 
foods. White tiled throughout, this has 
been equipped with a stainless metal, 
tor hot 


electrically heated steam table 


soups, gravies and meats, a separate 
range for frying or boiling, a large 
stainless metal work table for special 
sandwiches and salads, and a porcelain 
finish, ten-door reach-in refrigerator, 
which is split into compartments at 
various temperatures for dairy prod 
icts, vegetables, meats and frozen des 
serts 

The huge main kitchen is L-shaped, 
with the long arm extending along the 
front of the hospital, back of a divid 


The 


lietitian’s office is located in the right 


ng corridor down the first tloor 


with 


windows, through 


tront corner huge plate glass 


which it is possible 
to observe almost all kitchen opera 
trons 

the diet 


Immediately outside of 


tian’s othice is the cooking area, which 
is split into two units for Convenience 
One unit is the 

j 


Yravies and 


chet s area, for meats 


soups, the other 1s the 
back-to-back 
the meat cooking equipment and sep 
Both of these cooking 


vegetable section with 


arately statted 
lepartments are located under a 25 by 


12 foot stainless metal hood, equipped 


with steam fire prevention apparatus 


which exhausts all odors and excess 


heat 
The cooking equipment includes six 
two tour 


tour-burner gas ranges, 


lrawer ovens, two deep fat fryers, and 
three stainless metal work tables, one 
includes a steam-heated, 


10 by 10 


of which 


shallow bain-marie feet and 


large enough to store, ready-for-service 


ll the hot foods which go onto an 


issembly-line conveyor elsewhere in 


the kitchen. This large bain-marie, in 


cidentally, solved one of the worst 


where 


according to 


problems of the past kitchens 
to keep hot foods 


hot 


Sister Edwarda. An elevated pan rack 
up out of the way, consolidates all ves 
sels and pans in a place that is con 
venient to the chef, and stainless metal 
heated compartments under the work 
tables offer plenty of space for storing 
dishes at the proper temperature 

In the vegetable preparation area, 
likewise under the hood, are two steam 
pressure ovens, a steam double boiler 
unit, two steam kettles, a double stain- 
less metal sink large enough for wash 
ing even full-sized soup pots, and a 
movable” stainless metal shelving fix 
ture by which pots and pans can be 
wheeled up and down the cooking 


All of the 


fixtures here, with the exception of the 


space according to need 


cooking equipment, were custom-built 
for the kitchen 

All of the 
rooms, plus the diet kitchen and the 


le SC ribed 


basement preparation 


cooking areas may be re 


garded as the broad end of a funnel, 


with the funnel narrowing to a point 


at the left end of the main kitchen 


All food production channels to this 
point, which is a narrow room ending 
tnree 


up with the dumbwaiters pre 


viously described, leading to the upper 
loors and the dishwashing room be 
Here, St 


achieved its most outstanding improve 


low John’s Hospital has 


ment in a. stainless metal conveyor 

table where all meals are assembled for 

bed patients on the upstairs floors. 
Called the 


this room contains the conveyor table, 


meal assembly room, 
32 feet long in the center, with a “hot 


side” and a ‘cold side.” The stainless 


metal table, eleccrically operated 
throughout, features a conveyor belt in 
its center 18 inches wide which moves 
continuously at a slow speed toward 
the three waiting dumbwaiters at the 
far wall. Built to assemble meals just 
as an automobile plant puts together 
automobiles, the conveyor table in 
cludes inset electr cally heated recesses 
right side, controlled by simple 


keep 


vegetables and 


on the 


rheostat switches, which will 


SOUPS meats 


gravy 


sauces at the precise temperature nec 


essary for maximum goodness 


All hot foods, after being cooked in 
the chef's area, move to the bain-marie 
and are placed in small stainless metal 
insets, which in turn are dropped into 
the slotted receptables along the side 


of the conveyor table, from which they 


i served out directly onto patients 


ivs. Also on this side of the room 


the hot side Is stainless metal 


countel! nxcure whict includes two 
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Which type of 
Wear-Ever 
utensil meets 
your needs best? 





> 


UNIFORM 
THICKNESS 


Wear-Ever Aluminum works better in your kitchen. 
It conducts heat fast and evenly for economical. 
uniform cooking results. It is relatively light to han- 
dle. Tt is made from extra hard aluminum alloy with 


vreal resistance to gouging and denting. Rounded 


WEAR-EVER 


Alas 


c 
ALUMINUM 


TRADE MARK 


aie 
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Ty 


EXTRA- 
THICK 
BEVELED 


{cfual 


Thickness 


DOUBLE-THICK 


BOTTOM * 


spoon-fitting corners enable all contents to be used: 
make stirring and cleaning easier. For further infor- 
mation see your supply house representative or mail 
coupon today to: The Aluminum Cooking Utensil 
7OL Wear-Ever Blde.. New 


Cao... Kensington. Pa. 


CO 


llth tty oi 


The Aluminum Cooking Utensil Co. 
701 Wear-Ever Bidg., New Kensington, Pa. 


Please send me further information about your line of 
Heavy Duty Utensils 
Semi-Heavy Steam Jacketed Kettles 

NAME 
WITH 
ADDRESS 
8 city STATE 


2 
o 





CALIFORNIA 


Citrus Juice Bases 


So Economical. Rich in vital Vitamin 
C, these California juice bases provide 
healthful, delicious drinks for your 
patients. And so inexpensive, too! Each 
10 oz. can of Real Gold base makes 14 
gallon when properly diluted with water 
Real Gold bases also come in gallon con 


tainers, which are diluted 6 to 1 


@ REAL GOLD ORANGE BASE 
@ REAL GOLD LEMON BASE 
® REAL GOLD GRAPEFRUIT BASE 


Real Gold bases are the concentrated juice 
of fresh oranges, lemons and grapefruit 
Most of the water from the freshly reamed 
uice is removed by Real Gold's special 
ow temfy erature d jum -evaporation 
process, which protects 
the precious Vitamin (¢ 
The resulting concen 
trate is blended with just 
the right amounts of 
i pure 


enhance 


homogenized just betore 
canning tor lasting 


y an rif 


yualit 
1 


DOES NOT REQUIRE 
REFRIGERATION! 


SOUTHERN CALIFORNIA CITRUS FOODS 


* Mutual ¢ e tribut 


Redlands, California 





automatic toasters, two hot plates for 
special foods, two egg boilers, and 
three 20 gallon stainless metal coftec 
urns. Space beneath consists of com 
partments in which plates are heated 
tor table use 

On the other, the “cold side,” and 
also built into the conveyor table, are 
two 20 gallon ice cream containers, 
two refrigerated compartments for sal 
ads, fruit juices, gelatine and frozen 
desserts, and on the wall a ten-door 
refrigerator which provides more than 
100 cubic feet of space for al! pre- 
prepared salads, vegetable plates, cold 
cuts and dairy products required to 
issemble a meal 
ALL MEALS READY TO SERVE 

In operating practice, all meals to 
be served to bed patients are “on the 
line” or in the refrigerators or heated 
compartments, ready to serve twenty 
minutes before actual service time 
When serving begins, trays for patients 
ire dealt out one after another on the 
conveyor bele from two elevated stain 
less metal shelves at the rear end of 
the unit. As each tray is placed on the 
conveyor belt, a standup clip is used 
to place a small “selective menu card 
in the center, on which the patient has 
checked the foods desired on the tray 

Nine girls operate the “hor side 


trom four to six girls serve on 
cold side Their sole responsi- 
is to place on the tray one item 
been 


each, according to what has 


checked by the patient. A girl serving 


mashed potatoes, for example, need 
merely watch the trays as they move 
along the assembly line and place a 
lish of hot mashed potatoes on the 
tray whenever she sees this item 
checked on the menu card 

Similarly, the girls on the cold side 
ire placing ice cream, salads and gela 
tin on the other side of the tray. At 
the end of the route, when the tray 
may have been filled by anywhere from 
six to twelve persons, it is checked by 
the dietitian before being fitted onto 
i slotted tray rack in the electric dumb 
waiter and sent express to the proper 
Hoor. Careful mapping out of the next 
day's requirements each day has helped 
to avoid waste, with the result that 
foods are uniformly used up on the 
issembly line. Any excess, instead of 
being wasted, can be sharp-frozen in 
the downstairs freezer until the time 
comes to serve it again, Sister Edwarda 
pointed out 

All equipment in the assembly line 
kitchen is s 


section of the arranged 


that it is convenient to feed trays, 
dishes, hot and cold foods, glassware 
and silver directly to the conveyor, so 
that when the tray arrives at the end 
of its 32 foot tour it is ready to be 


carried immediately to the patient 
After the meal has been consumed, 
soiled dishes and trays alike are sent 
express” down the dumbwaiter direct 
ly to the dishwashing room 

The speed-up in service almost cuts 
in half the time required to serve all 
patients in the hospital owing to the 
fact that the conveyor does away with 
cross-steps and needless extra trips, and 
also to the fact that dispensing crews 
are waiting at the dumbwaiter en 
trances at the proper time to hustle 
the hot foods directly to the patients 
by means of stainless metal carts 

The volume of breakage has been 
sharply reduced because the dishes are 
not handled over and over again by 
numerous people. All the stainless 
metal work surfaces, too, in the dish- 
washing room, in compartments, and 
so on, are constructed with a curled 
lip” railing around the edge which 
makes it difficule to knock any cup, 
saucer or dish carelessly to the floor 
Dumbwaiters or the hydraulic elevator 
now handle the job of carrying dishes 
and glasses from one floor to another, 
with no swinging doors or careless 
placing of dishes involved 


LOSSES ARE REDUCED 

These are only a few of the many 
advantages which have resulted from 
installation of this system, Sister Ed 
warda emphasizes. Owing to the sep 
arate enclosures, all under lock and 
key, in which each section of the food 
service department is located, there is 
no misplacing of foods and the possi 
bility of petty theft has been largely 
Likewise, 


eliminated owing to. the 


mechanization of most steps in dish 


washing, food preparation, cooking 
ind the assembly line, to the extent 
this is possible, far fewer employes are 
required. Pay roll savings amount to 
the salaries of four kitchen employes 
no longer required. In addition, the 
thirty-six persons formerly employed 
to wash dishes in the eleven separate 
kitchens can now devote all of their 
time to other duties, except for a short 
interval for serving food, which means 
a pay roll saving of more than sixty- 
four man hours per day. The present 
staft includes eighteen employes in the 
main kitchen, sixteen in the cafeteria, 
and thirty-five in central service, which 


includes all departments 
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“CONQUEROR” EQUIPMENT 


speeds food service . . . keeps 


meals hot and palatable 


e S. Blickman, Inc. manufactures a com- 
plete line of food service equipment to 
meet the individual requirements of 
modern hospitals and institutions. Heavy 
gauge metals and sturdy construction as- 
sure many years of service life. Units are 
easy to clean and conform to required 
standards for sanitation and cleanliness. 
Food conveyors are available in a variety 
of styles and sizes, with serving capac 
ities from 45 to 90 patients. Other types 
of mobile conveyors are illustrated below 


o~ 
Mode! PD-414-SS 
TRAY CONVEYOR. ..Electrically-Heated 


Accommodates loaded trays. Keeps food 
hot and palatable. Fully welded construc- 
tion in stainless steel or silvertone-finished 


Model FS-16-SS 


TRAY SERVICE TRUCK 


Al) stainless steel Durably built for long 
and efficient service Holds fifteen 16'2" x 
22'2° or twenty 14° x 18” trays 


Model FS-32-SS 


DISH TRUCK 


Stainless steel construction. Attractive, 
modern design. Will withstand years of 
hard service. Removable trays. 
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for CONQUEROR 
FOOD CONVEYORS 


these 5 important features when you buy your next food conveyor. 
Such details of construction and finish offer basic standards for 
maximum sanitation. Only ‘‘Conqueror’’ stainless steel food con- 





veyors have them all! 


Continuous 

Corners 

Rounded, welded and 
polished. No separate 
corner pieces. No dirt- 
collecting crevices. 


Tightly-Sealed 

Utensil Covers 

Top and bottom ports 
welded together. Protects 
internal insulation 
against moisture. 


High Protective 
Polish 


Superior to ordinary sanded 
ground finish. Reduces 
adhesion of food and dirt, 
makes cleaning easier, 

h corrosion resi 
of stainless steel. 





18-8 Stainless Steel 

for Maximum Corrosion 
Resistance—the finest grade 
of stainless steel for this 
type of fabrication. 


Electrically- 
heated 

Food Conveyor 

Model BLS-4551 


One-Piece, Crevice-Free Body 
Completely wetded. Front, back 
and sides, one continuous sheet. 
No joints, crevices or openings for 
food, water or dirt to get in. 

Easy to clean. 


Send for valuable illustrated folder showing popular models of 
Conqueror food conveyors, heated tray conveyors, dish trucks and tray 


service trucks. 


$. BLICKMAN, Inc. 1501 Gregory Ave., Weehawken,N.J 





OUTDOOR FOOD CONVEYOR 


Completely welded stainless steel 
construction. Electrically heated 
Body of conveyor mounted on tilt- 
type chassis with two large pneu- 
matic wheels at center, one pneu- 
matic swivel caster at push-handle 
end and one stationary caster at 
other end. 


Model AHS-OUTDOOR-8271 











It makes foods more enjoyable 


—by intensifying their natural flavors 


Chefs, dietitians, stewards—in hos 
pitals and institution kitchens every 
where—are getting interested in 
Accent and trying it out. Results: 
they’re surprised—and pleased. 

Ac cent they find, does tno things 
for them. First, by making foods 
more palatable (even memorable) it 
goes far to quicken the lagging 
appetites of patients. 


Second, it helps maintain flavors 


during the minutes and hours of 


waiting between preparation and 
serving. 

Accent they find, too, is like noth 
ing else they have ever used. It’s a 
seasoning... but a seasoning exfraor- 
dinary. \t adds no flavor, no aroma, 





no color of its own. Its special 
genius is that it brings out, intensi- 
fies the good watural flavor already 
in the foods. That’s why with 
Ac'cent the chet uses his regular rec- 
ipes without change. He seasons and 
cooks as always, only adding that 
touch of Accent to bring out the 
total flavor of his recipe. 

How does Ac’cent work? Scien- 
tists say that Ac’cent, unlike any 
scasoning known, stimulates the 
taste buds to a quick, intense, and 
sustained enjoyment of food flavors. 
The total effect is simply that Ac’cent 
makes food flavors sing/ 
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SSSA HEHEHE HEHEHE HEHEHE EHEEEEEEE 


HERE'S A QUICK, EASY WAY TO TEST ZECCNTE 


Take two cups of your own chicken rice soup . . . 
or mushroom soup or beef broth. Now add 4 tea 
spoon of Ac’cent to one of the cups. Taste both 


Or this woy: Take two hamburger patues. Spread 
4 teaspoon of Ac’cent over one patty 10 minutes 
before cooking. Cook both patties, seasoned ex 


actly as usual. Now taste the difference. Note the 
unusual richness of flavor in the hamburger cooked 
with Ac’cent. 


Note the pronounced improvement in the flavor of 


the soup containing Ac’cent. 


Not a flavoring! 
Not a condiment! 


Not an ordinary seasoning! 


xtocent Is MONO SODIUM 
GLUTAMATE ee 6 OVEr 99% pure, unadulterated, 


sparkling-white crystals. It is a matural, nof a “syn- 


thetic” product. It is the sodium salt of the amino 
’ acid, which occurs naturally in all 
{ animal protein. Ac’cent 1s wholesome 


a product of nature, 


* * * 


You can get Ac’cent in 1 pound cans 10 pound cans and 100 


pound drums. If your jobber does not yet have Ac’cent, use 


MAIL THIS COUPON TODAY 


the coupon below tor a trial pound Canister Or ask tor the tree 


sample packet, enough to make several convincing tests. 


Amino Products 


DIVISION 


Amino Products Division, International Minerals & Chemical Corporation, 
General Offices: 20 North Wacker Drive, Chicago 6, Illinois. 
New York City Office: 61 Broadway 
Please send me a trial canister (1 pound) of Ac‘cent “| $2.50 
. ship direct to me, check attached. 
.. deliver and invoice through my jobber. 


JOBBER'S NAME 


International Minerals & Chemical Corporation 


General Offices: 20 N. Wacker Drive, Chicago 6, IHinois 
.. Please send me a Free sample packet of Ac’cent 


New York Office: 61 Broadway MY NAME 
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Menus for February 1949 


Louise McCarley 
Camden Hospital 
Camden, S.C. 





3 a 


Half Grapefruit 
Sausage and Grits 


Pineapple Juice 
Coddied Eggs, Bacor 
. 

Breaded Veai Cutlet ” 
Creamed Potatoes 
and Greens 
Lima Beans 
Green Salad 
Pie 


Fresh Trout, Tartare Sauce 
Lyonnaise Potatce 
Biack-Eyed Peas 
Okra and Tomatoes 
. Colesiaw 
Escalloped Tomatoe Peach Cobbler 
Stuffed Baked Pota . 

With Cheese 
ettuce Hearts Russ ar 
Dressing 

Fruit Cockta 
auce Cake Fig Bar 


Turmips 
Frozer 
Mixed 


Lemon 


Casserole 
Mixed Green Salad 
Bran Muffins 
Royal Anne Cherries 


Vegetable Soup altine Tuna 
Pig anket 

Stuffed Apricot Salad 
Apples 


10 
Orange Juice 
Boiled Egg 


Soft 
. 


Beef Roast With Gravy 
Rice 
Biack-Eyed Pea 
Brussels Sprouts 
Green Salad 


Ice Crear 


Mixed 
Peact 


M Potatoe 

Asparagus Tip Salad 
Pla iil 

Lemor 


ashed 


Sauce 


orbread 
gerbre 


ed Peach 
nana Pudd 
. 
Veal Croquette 
Mashed Potatoe 
Mixed Green Salad 
Plain Muffins 


Frozen Cherrie 


Oyster Stew, Crackers 
Deviled Ham Sandwict 
Potato Chip 
Pineapple Upside-Dowr 

Re Cake 


With 
Vegetable 


Green Sa 
Muff 


Beef Stew 


Mixed 


27 


Oranges 
Fried Eqg 
. 


Sliced 


Soft 


Roast T 
Dressing 


With 
and Giblet Gravy 
Rice 
Candied Yam 
String Bean 
Cranberry Salad 
Ice Crear 


. 
of Chicken Soup 
Crackers 

led Eggs 

Tomat 

Fruit 


Mushroom Sau Dev 
pped Vegetable Sa 
Fruit 


Witt 
Sauce 
Salad 


anon Gelatir 





5 


Stewed Prune 
Pcached Eggs, Toast 
. 

Meat Loaf, Tomato Sauce 
Mashed Potatoes 
Buttered Peas 

Spinact 
and Raisin Salad 
Pudding 


Carrot 

Chocolate 

. 

Spanish Rice 

Crisp Bacor 
Combination 


Pears, V. 


Half Grapefruit 
Eggs to Order 


Lettuce 
Apple 


Broiled Calf’s Liver 
Hominy Grit 
Grilled Tomat 

Bananas With Cream 


17 


Pineapple 


Blueberry 


. 
Corned Beef Hash 


Chopped Vegetable 


ulf Grapefru 
rambled Egg 


Pork Chop 
D t 
Candied Carrot 


Turnips Greer 
Com Salad 


Applesauce Cake 


natior 


6 


Sliced Bananas 
Scrambled Eggs, Bacon 


Baked Chicken With 
Dressing and Gravy 
Candied Yams 
String Beans 
Russian Dressing 
Pound Cake 


Lettuce 
Ice Cream 
. 
Cold Cuts 
Potato Salad 
Sliced Tomatoes 
Peach Halves 


12 


Prunes 
Sausage Links 


Stewed 


. 
Cubed Steak 
Rice 
L Beans 
irnips and Greens 
-arrot-Celery-Pineapple 
Salad 
auce Cake 
Sauce 
. 
Home-Made Vegetable 
Soup, Crackers 
Noodle and Beef Casserole 
Tomato Stuffed With 
Cottage Cheese 
Fruit Cocktail 


T 


Apples Caramel 


Chilled 


18 


h Orange Juice 
Cheese Omelet 
. 
Fried Trout 
Mashed Potatoes 
Black-Eyed Peas 


ken-Rice 
risp Bacor 
Stuffed Potato 
Hearts 


Soug 


Celery 
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We Purchase the Finest Coffees 
the World has to Offer 











We, at Continental, have made a never-ending effort 
to achieve highest service standards. We purchase 
the finest coffees the world has to offer...blend and 
roast them to meet the exacting demands of dis- 
criminating chefs and dietitians...deliver them, 


roaster fresh, by means of our own route salesmen. 


Back of this service is 30 years of experience... 
the “know-how” gained from serving 10,000 of 
America’s finest hotels, restaurants, hospitals and 
other institutions. Back of it, too, is a trained staff 
of coffee specialists ...always ready to offer a help- 


ing hand in solving your coffee problems. 





Write for our liberal Service Plan 


luiteuasitllfee 


Importers and Roasters « Member: New York Coffee and Sugar Exchange, Inc. 
CHICAGO 90, ILL., 375 W. Ontario St. e BROOKLYN 1, N.Y., 471 Hudson Ave. « PITTSBURGH 22, PA., 2126 Penn Ave. 


Write for price list FANCY IMPORTED PAPRIKA * FOUNTAIN PRODUCTS * ORANGE PEKOE TEA * PURE EGG NOODLES * MAYONNAISE 
DEHYDRATED SOUPS * CREAM DESSERTS * SALAD DRESSINGS * THOUSAND ISLAND DRESSING * FRENCH DRESSING 
SPAGHETTI * MACARONI * COOKING OILS * CHEF SEASONING * MUSTARDS * GELATINS * EXTRACTS * SYRUPS * SAUCES * SPICES 
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Maintenance and Operation 


INFRA-RED LIGHT 


on Laundry Production 


A. H. BRITTINGHAM 


Administrator, Easton Hospital 


IKI 


searching tor 


most hospitals today, we arc 
every conceivable 
method or process that might reduce 
our high cost of operation. In re 
viewing the maintenance of our laun 
dry, many interesting factors were 
presented by Charles Turner, manager 
of this department. Unfortunately, 
we have followed the pattern of many 
hospitals in expanding our bed com- 
plement and adjunct medical facilities 
placing a burden on our laundry that 
has presented a serious problem. This 
added burden has gradually increased 
with the newer trends in medicine, 
which require fewer days of hospital 
ization per patient but increase the 
number of admissions 

method of this 


Our overcoming 


serious 


lithculty appeared expensive 


regardless of choice. If we inaugu 


rated a two-shift program on_ the 


ironer, it would mean increasing the 


pay roll of this department at least 
month 


$405 per Investigation of a 


mechanical changeover revealed a 
cash outlay of approximately $12,200 
With an operating 


deficit, either channel posed a difficult 


ever-increasing 


Easton, Pa. 


decision. We enlisted the knowledge 
ind skill of 
Charles Pevorus, and decided on some 


our chief engineer, 


research in an attempt to overcome 


our difficulty, with the result that a 
new method has recently been intro- 
duced whereby production can be in- 
can be reduced, and 


creased, costs 


linen can be returned to departments 
on shorter schedules. Before explain 
ing this new procedure, let us glance 
at the routine involved in a day's 
work in our laundry 
Soiled linens begin arriving at 

am. and continue coming in through 
out the day. The linen is first sorted 
and then placed in the washers. From 
there it is next deposited in a huge 
spinning basket called the extractor, 
which whirls it about, draining off 
the surplus water 


faintly 


leaving the wash 
damp. Upon removal from 
linen is sorted and 


baby bath 


that 


this machine, the 


such articles as clothes, 
cloths, and 
need to be fluffed dry 

ironed flat) 


called the 


towels, wash items 


(rather than 
are placed in a machine 
tumbles 


dries by hot 


which 
and 


tumbler 


them in cylinders 


aur. The balance of the wash, with 
the exception of uniforms and 
starched items, is run through the 
flatwork ironer, a mechanical marvel 
which presses all flat pieces 

The last procedure is the folding 
and sorting of the various items and 
removal of torn linens for repair, 
after which the 
the proper department 

With the infra-red 
lamps on our six-roll flatwork ironer, 


linen is returned to 


installation of 


the laundry has increased flatwork 


production 40 per cent 

Based on the theory that the lamps 
act as a “heat booster’ in removing 
linen 
and thereby keeping the heat of the 
ironer at an temperature, the 
speed of the ironer is increased 

Before 


lamps, it was necessary to 


excess moisture from the wet 


even 


installation of the infra-red 
run the 
large flat pieces through the ironer 
twice to ensure drying. By use of 
the lamps, this operation is now com- 
plete in one run. In addition to this 
production gain, the amount of re- 
jected linen caused by rolled edges 
has been decreased 
250 


and poor troning 
We are 


infra-red 


thirty-two 
The 
four banks of eight 


using watt 


lamps lamps have 
been installed in 
each, spread over the width of the 
The banks have been placed 
above 


There is no glare to bother the opera 


ironer 


slightly and between rollers 
tors since the lamps are of the built-in 
reflector type and the rays are directed 
downward 

The 


with the 


installation did not interfere 


normal operation of the 
laundry and was supervised by our 
engineer. The required 
were: angle iron, the lamps, and an 
electrical hookup capable of handling 
8000 


control switch was added to eliminate 


materials 


watts An automatic shut-off 
the possibility of accidental scorching 
of roller pads and linen when the 
ironer 1s not 


In the 


operating 


four months of operation, 
the infra-red lamps have proved to 
be satisfactory, and the laundry man 
ager expects to increase the produc 
tion of flatwork by a larger percentage 
with the continued use of these lamps 


Cost of installation was $147 


Battery of thirty-two 250 watt 
infra-red lamps installed over 
the ironer speeds production. 
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ways to 
stretch a 
shrinking 
linen dollar 


Longer life for your precious linen supplies is provided 
by the automatic operation of today’s modern Hoffman 
laundry equipment. By eliminating manual loading and 
unloading—by providing precise formula control, 
Hoffman advanced-design models of washers, extrac- 
tors and washer controls save wear and tear, reduce UNLOADING SILVER CREST 
tensile strength loss, actually protect your linens through 


‘ Saves pulling time and labor—cylinder raises 
more washings. 


hydraulically to deposit loads into basket halves. 
Greater linen “life expectancy” is just one of the many Faster operation—more loads per day—saves floor 
advantages you gain with Hoffman laundry equipment —_*P°°*: 42-inch cylinder diameter. 

service. Others include expert laundry layout planning, 

lower operating costs and bigger, better balanced 

production. 


Write for a Free Survey of your problems by 
Hoffman laundry engineers, without obligation, now. 


AUTOMATIC WASHER CONTROL 
Conserves linen—as well as water, soap and other 
supplies—by controlling washer formulas precisely. 
Fully automatic models give exact, measured injec- 


tion of supplies for any one of several predetermined | 
fermulas you select. No over or under runs—no | 


cl 4 


“over” or “under” amounts of soap, bleach, sour, ——— - 
blue. water and other supplies. UN LOA DIN G EXTRAC TO R 


Available with individual supply stand (for one Cuts Gme and tsher fermecty needed fer Enon Sen- 


“ . dling. Loaded basket halves carried by electric hoist 
washer) or with central supply system serving many (from washer), quickly lowered into this extractor, 
washers. then raised for dump-out at finishing tables. In 50 and 


54 inch basket diameters. 


U.S. HOFFMAN (rein 
INSTITUTIONAL LAUNDRY DIVISION * BRANCHES IN ALL PRINCIPAL CITIES 
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Housekeeping 


Conducted by Alta M. La Belle and Jane Barton 


Housekeeping Begins With ORGANIZATION 


HE various institutypns represented 


by the members of this class are 


n business to sell specialized service 


hospitals, for the recovery of 


realth ubs, for recreation, food and 


sometimes shelter; restaurants where 
} 


1 and, in some Cases, entertainment 


irnished, and schools, ind 


ustries 


ind corrective institutions in 


tood, shelter and proper recrea 


tional facilities are the chief consider 


ons 


Top management in any of these 


nstitutions must employ persons ot 


intelligence and training to whom may 
be delegated responsibility for the di 


rection of the departments into whicl 


working staff is divided 
he general manager 


lly sets up five 

; , mae 
which are closely associated 
j 


operations of the housekeeping de 


They are | | front 


tment 
is 


» handle reservati 


rooms and 


llocatic of 
{ 


necessary records 


1 
INVOIVE 


rme often inder_ the 


service 


assistant manager, which includes 


loormen, bellboys, elevator operators 
1 rters >) housekeeping, whicl 


of the executive house 


hose function is the 
public spaces with an 
4) maintenance, in 
of the chief engineer. which ts 
resp nsible for heat, light elec 
} } 


Od and 


pe wer 


beverages. whicl 


ler the 


{horel, the 


supervision of a maitre 


chef and the wine 


These five entirely separate but inter 


ependent departments must work to 


in close cooperation if the 


) please the discriminating 
Every hotel expects its room depart 


ment to make money. Very often it is 


108 


in the Hotel Field, too 


MRS. GRACE BRIGHAM 


Executive Housekeeper 
Shereton-Biltmore Hotel 
Providence, R. | 


tl The 
count means the black and red 
The 
housekeeper and her staff are largely 


© largest income producer 


| ous¢ 


ink on the ledger EXECUTIVE 


responsible for guest room conditions 
j 


nd so, at the same time, for room 


revenue. What, then, are her duties? 


Foremost among them is her loyalty 


t management, for management de 


pends on the executive housekeeper to 


inslate its policies and directives to 


employes. Management expects the 


executive housekeeper to run the de 


partment with the greatest efficiency 


ind least expense for the satisfaction of 


the guests: to recruit, select and train 


n adequate staff, to requisition or, in 


some instances, to select and buy, and 


to keep track of the necessary equip 
ment for the function of the depart 
ment; to keep such essential records as 


ime book and pay roll, schedules of 


work, vacations and accident reports 


linen control inventories, items re 
ceived in the lost and found depart 


ment, guests requests, preferences and 
islikes ind 


sometimes to purchase 


it always to maintain carpets and 
ther floor coverings and finishes, fur 
niture, fabrics for upholstery, draperies, 
bedspreads and slipcovers 

Her responsibilities to other depart 
ments heads are as follows: She reports 
to the assistant manager any suspicious 
finds, and, out-of 


iccidents, valuable 





This is the second in the series of 
housekeeping lectures presented at 
Boston University. Although Mrs. 
Brigham's discussion deals primar- 
ily with hotels, many aspects of it 


are equally adapted to hospitals. 





the-ordinary happenings: also guests 
complaints or requests, with full de 
tails so that the assistant manager will 
For in- 


stance, a guest may be dissatisfied with 


be prepared for the interview 


the color scheme or service or lack of 
certain furnishings and complain to 
the housekeeping department. If the 
housekeeper is unable to comply with 
the wishes of the guest, it is well for 
the assistant manager to know of the 
incident in advance so he will be pre 
pared to meet the complaint when the 
guest finally goes to his office 

The 
housekeeper to report on light baggage 


credit manager expects the 


and “sleep outs,” to notify him of ex 
cessive room or bar service and esp< 
cially to report any guest who tries to 
borrow any money from an employe 
The room clerk's work is simplified 
if the housekeeper gets each room 
ready for resale as soon as possible; if 
she consults him before putting a room 
out of order, except in an emergency, 
difficulty will be avoided in the future 
in case he has reserved the 


Often, if a 
newly decorated room, which is always 


room 


room clerk is shown a 
he pride of any housekeeper. he will 
cooperate by seeing to it that no rowdy 
parties take place in that room. Any 
room clerk appreciates knowing why 
certain rooms are in continuous use 
Is it because of excellent maid service, 
attractive, pleasant outlook or extreme 
quietness? In this connection — the 


call 


C lerk § attention to reasons against con 


housekeeper should the room 


tinued occupancy of any one room 


Concentrated occupancy means more 
wear and tear on furnishings at large 
It is also one cause of personnel diff 
culties. For example, if Mary on sec 


tion 23 has to clean an average of 


twenty-two rooms, whereas Louise on 


section 20 cares for an average of nine 


The MODERN HOSPITAL 





FLOORS, WALLS 
DISINFECTED WITH 
Ya% AMPHYL 


AFTER SCRUBBING, 
HANDS RINSED IN 
WARM 2% AMPHYL 


STERILITY OF INSTRUMENTS 
MAINTAINED WITH AMPHYL 
TRAY FORMULA 


YoJy AMPHYL IN STERILIZER 
TO NEUTRALIZE 
RUSTING ACTION 


AMPHYL destroys 
more deadly germs 
more quickly 


more economically! 
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“WANTED IN SURGERY 


RUBBER DISINFECTED 
WITH AMPHYL 


FOR WET DRESSINGS OR 
TOPICAL ANTISEPTIC 
WASH—2% AMPHYL 


FIELD OF OPERATION 
OUTLINED WITH STAIN- 
ING AMPHYL FORMULA 


CUTTING INSTRUMENTS 
DISINFECTED IN SPECIAL 
AMPHYL FORMULA 


Amphyt 


Reg. U. S. Pot. OF 


PHENOL COEFFICIENT I0 


@ Non-toxic + Non-injurious to human tissue + Mild, agreeable, clean 
odor + Concentrated potency for maximum economy + Effective in 
presence of organic matter + Powerful surface-tension depressant. 


NON-SPECIFIC AMPHYL eliminates all necessity of maintaining supplies 
of several germicides for various specific purposes. 


16% AMPHYL solution, recommended for cleaning surfaces, costs 
2¢ per gallon. AMPHYL most frequently used in 147) to 2°) solutions. 


AMPHYL—List price, $5.00 per gallon. Save 20% by buying a 
50-gallon drum. Supplied in }-gallon containers and in 5, 10, and 50-gallon 
drums. Leading hospital supply distributors are authorized to sell AMPHYL, 
WRITE for samples of AMPHYL and detailed monograph for the medical 
and dental professions to your 


HOSPITAL SUPPLY DISTRIBUTOR or to 
LEHN & FINK PRODUCTS CORPORATION 
Hospital Department 
445 Park Avenue, New York 22, N. Y. 





Mary 


= 
is overworked 


will quite probably feel 


rooms 


poor policy tO put i guest 


More 


hotels are 


room that is not ready 
half the complaints in 


Ss first 


bad impression 
The reservation clerk can work with 
keeper | tifying her of 
can ivoid 

id too Many 
ousekeeper 
n clerk of 
ere will 

of rooms 
or maitre 


sekeeper in 


WORK WITH CHIEF ENGINEER 


The niet ngineer nd the house 
lan tl in close 
uties of 


nd e1ec 


riedly because a housekeeper is dilatory 
in making up shortages 
In turn, the laundry can cooperate 
with the housekeeping department in 
washing articles in order of their need, 
that is, sheets first, pilow cases and 
then towels. The housekeeper also ap- 
preciates it when the linen is distrib 
ited quickly and evenly, and when 


torn and stained linen is sorted out 
after it leaves the mangle, so that it 
will not have to be inspected a second 
time. It saves a tremendous amount of 
time on the part of the maid when she 


1oes 


not have to run back and forth 
to the linen room for exchanges. 

The lost and found department may 
not add to the income of the hotel 
but it is greatly appreciated by the 
guests and depends largely on help 
from all other departments. Articles 


found should be sent at once to the 


proper place. If an article cannot be 

proper | 

sent to the proper place immediately 
lescription should at least be fur 

nished by phone. It is not only em- 

have a 


k St 


barrassing but also costly to 


guest make an inquiry about a 


irticle from a distance and find that 


the housekeeper does not know the 


j 


details. Invariably, the guest will want 


to be called and this, by the way, at 


the expense of the hotel, to be in 
formed when the article is found. It 
therefore simplifies things, if the de 
partment that picks up the article lets 

housekeeper know something 
On the 


guest reports the 


other hand, if the 


loss to the house 


keeper she should abour all 


the details 


inquire 
concerning the article, s 
that she can identify it properly when 

is handed 
In a small 


ta housekeeper consist of recruiting 


in 


hotel, personnel duties 


employes, training and overseeing 


seamstresses maids, cleaners and 


housemen. She must make out job 


inalyses resulting in definite proced 


1€ Must Carry out the man 


igement policies. Recruiting methods 


ire as follows: through the U.S. Em 


ployment Services, and may I mention 
the housekeeper is not obli 


to accept an applicant who does 


j 


meet her needs even though she 1S 


through this department, through 


nions by idvertising through em 


ployment agencies, and through rec 
mmendation of present employes. Of 


ll these I feel that getting an employe 


through one of the present employes 


s by tar the most successful 


When hiring employes, take the 


itlable for the iob C,00d 


yest Person ava 


health, energy and vitality are the first 


requisites In my estimation, good 
feet are essential for there is a great 
deal of walking by anyone in the 
housekeeping department. Employes 
who are hard of hearing can often be 
used to advantage in certain sections, 
for instance, as bath maids, but it is 
not advisable to hire a hard of hearing 
person as a chambermaid for often the 
guest feels that she is indifferent. Good 
eyesight is absolutely necessary, for a 
guest often leaves a note for a maid 
towels or writes 


Height is 


to leave additional 
for other considerations 
important, especially in the selection 
of a chambermaid. If she 


the constant bending over beds or 


is too tall 


stooping with dustpan might cause fu 
ture back aches. Again 
finds it difficult to 


shelves in closets or to dust the top 


if she is too 
short, she reach 


of pictures and may be tempted to 
stand on a chair and may slip and fall 
An employe should be neat and clean, 
have a pleasant personality, be willing 
and courteous and be able to read and 


write 


CAN EMPLOY HANDICAPPED 


What of the handicapped person 
Is he or is he not desirable? I can re 
call a deaf seamstress ] had who pro 
duced more work than any other seam 
stress because she did not spend time 
gossiping or listening to others gossip 
So do not feel that a handicapped in 
dividual cannot be considered. There 
are often good places for them, and 
they will more than compensate you 
for their employment 

An executive housekeeper may act 
is a Manager's assistant in charge of 
and 


renovations, decorations 


It is often through her per 


guest 
relations 
sonality that she is able to sell and 
future 
If the 


rally 


satisfy guests 


hotel grows, the staff natu 


increases to include an assistant 


housekeeper. An assistant must share 
in the responsibility for linen work 
room and guest room inspection. It is 
essential that an assistant housekeeper 
have excellent health, pleasing person 
ality, a good appearance, a “seeing” eye 
(by “seeing” eye I mean the ability to 


see all of the intricate details which 
enter into the inspection of a room) 
She must have a good faculty for get 
ting along with people; she must also 
be willing to learn before attempting 
to teach, and she must be able to win 
the friendship ot employes as well as 
their respect. By friendship I do not 


mean the boisterous back slapping 
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In your x-ray department... 


Maximum radiographic 


with this 


RAWOGRMMUC 
RULE of Tele 


SHarPNess is at its best...when 

you use x-ray products made by Kodak ~ ) Expose with 

to work together. Then... well-defined ZjWODaK i¥4437 ht 
radiographic images are produced by ; three types 


_ 4) Use 
/ KODAK FILM— 
BLUE BRAND 


the screens... made latent on the film 
. made lasting in full detail by the 
processing chemicals. 


KODAK PRODUCTS FOR RADIOGRAPHY 


Blue Brand and No-Screen Medical X-ray Films 

... Photoflure Films for photoradiography . .. 

Periapical and Occlusal Dental X-ray Films... 

Fine-Grain, High-Definition, and Ultra-Speed 

X-ray Intensifying Screens ... Exposure Hold- 

ers... Safelight Lamps and Filters... Identi- : 
fication Printer . . . Processing Hangers... Z, poet psec ee 
Liquid and Powder X-ray Developers, Fixers, y 1 

and Replenishers . . . Electric Chemical Mixers 

... Thermometers ... Film Corner Cutter... 

Illuminator. 


EASTMAN KODAK COMPANY 
Medical Division, Rochester 4, N. Y. 


“Kodak” is o trade-mark 
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Mr. Higby and the Legge Safety Engineer. — No. 65 
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The floor of this institution's lounge, a" prestige’ item, cost $3328 
a year tokeepup... more than the cost of the floor itself! A Legge 
Safety Engineer shows them... 


How to cut $3016 a year 
from the price of prestige 


night's work for 8 men every 


How come ? 


A whol 


Mr. Higby: Look at these figures! 


week. And the floors look rotten 


Legge Safety Engineer: You're using a wax and it doesn’t last. Your 
crew has to wash it off cach time then put on a new coat. They go 


through the same rigamarole every week. It takes a lot of time 


Mr. Higby: What can be don 
Legge Safety Engineer: Use a Legge Non-Slip floor polish It stan/s up 


under heavy trathc. I'll show your crews how to make it last by cleaning 
and buffing sometimes mopping on more polish. But they won't have 


to strip it off. That's the work that takes time 


(A MONTH LATER) Mr. Higby: This is better' Now 3 men do the floor 


in 2 hours. I'm saving $58 a week. And the floors look swell. 


Legge Safety Engineer: They'll stay that way if your men follow my 


instructions. I'll stoy by often to make sure they do. 


Get this man’s help on your problems 
He's the Legge Safety Engineer who has helped Mr. Higbys in your 
reduce slippery floor 


area get well-kept floors at lower cost 


accidents up to 95%. He engineers an upkeep program to your floors; 
instructs your main nee crews in efficient Legge System methods. 
His advice is free; hi pervision is part of your purchase of Legge 
Non-Slip floor-care product 
Before your floors cost you 

story. Clip the coupon to your letterhead and mail 
Walter G. Legge Co. Inc., New York 


Branch 


any more, get the whole Legge System 


fices in principal cities 


ae 2 





—_— oer wee Ss 
Walter G. Legge Co., Inc 
101 Park Ave., New York 17, N.Y 


Please send me a free, no-obligatic 


py é tk Learned Ab 
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of Non-Slip Floor 


; Vaintenance 
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type, rather | mean the type of person 
who has a real interest in her employes 
and shows it. No executive house 
keeper, assistant housekeeper, or other 
supervisor can expect the respect of 
employes if she does not warrant it 

An assistant housekeeper should 
have the ability to teach painlessly; if 
her teaching program is too complex 
ind difficult, the employe gains noth 
ing. If an assistant housekeeper has 
sufficient pride in her work and a 
realization of its importance. together 
with a real desire to fit herself for a 
higher job, she invariably will reach 
that goal 

At this point | would like firmly to 
impress upon all executive house 
keepers this fact: Do not feel that 
you are ever jeopardizing your own job 


by teaching other 


assistants ofr any 
members of your staff a// you know 
If and when the time arrives when you 
have trained your assistant to take on 
in executive position, try to find such 
a place for her. Make recommenda 
tions for a future position for her if 
you know of any. If, on the other 
hand, she is good enough to take your 
own job it is time that you moved on 
anyhow. It is always well to have one 
person in training for the next person's 
job; for instance, train your night 
maid to be a future parlor maid, your 
linen room attendant for future house 
keeper, your assistant for future execu 
tive. Among such workers are a linen 


room attendant, one for day, night 


and midnight if the hotel is large 
enough to warrant it, a seamstress, a 
hall cleaner, and a night cleaner 
There has been a great deal of dis 
cussion concerning contract work. The 
work is the 


usual type of contract 


washing of windows, polishing of 
outside brass, pest control, disinfecting 
and wall washing. Personally, | prefer 
staff workers to contract workers for 
night cleaning for I find that contract 
workers are not any more efficient and 
are no less costly. Staff cleaners can 
often take on emergency work which 


arises by leaving some of their own 
routine duties to attend to these things 
whereas a contract cleaner will do only 
those things specified in his contract 

In closing | would like to remind 
the future executive housekeeper that 
a poor employe is due to the poor 
teaching on the part of the executive 
If an employe has not been properly 
trained in the various steps of her 
duties and told how, why and when 
to perform each duty, she cannot be 


criticized for poor work 
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Comfort him 


and 


your budget with 


cS, BALANCED 


‘PACIFIC - 


It’s just as easily done as said! For Pacific has hit upon 
the perfect balance between luxury qualities and wear- 


ing qualities. That’s why these famous sheets are 


pleasantly soft and smooth, but are regular Paul Bun 
”! You get the maxi 


yans when it comes to “taking it 


SHEETS , (BY 


mum wear so essential to your budget —at the same 
time, help provide the health-giving slumber your 
patients need. Pacific Balanced Sheets are economy- 
priced from the start. Get in touch with your whole- 


saler and make sure of your supply. 


PICIHIC MILLS»): CHURCH STREET, NEW YORK 13, N. Y. 
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BETTER THAN 
CULTURES 


—Diack Controls provide a better 
check on sterility of your autoclaved 
goods than cultures 


A a 
X 

/ 
Safer—B. subtilis is destroyed far 
below melting conditions required for 
Diacks 


Time saving—a wait of one to ten 
days incubation with cultures No 


wait with Diacks 


Economical—cultures are costly in 
time consumed alone. Diack's cost is 


omparatively lower 


AT 


— 


Checks Autoclave before next load 
under-sterilize several 
previous culture indi- 


—you may 
loads before 
cates a faulty 
melted Diack will check it before the 
next load 


Diack Contols 


ROTAL OAK’ MICHIGAN 


autoclave An un 


1047 Marth Main Srreer 











These Designing Women 


(Continued From Page 82 


country and often from other parts 
of the 


emulate the Center 


world who are anxious to 
Donors are also 
invited so that they can see how 
their 
Some of the guides are polylingual 


interpret 


contributions are put to use 
and in this capacity they 


doctors’ instructions to non-English 
speaking patients and describe the 
Center to visiting foreigners 

The third objective, to stimulate 
support of Memorial's program, is, 
perforce, covered by the activities of 
the first two objectives. If the first 
two are thoughtfully carried our, it is 
reasonable to conclude that the third 
is accomplished 

Now, since the point of this article 
is to interest other hospitals in insti- 
tuting similar societies and drafting 
the help of the women in the com 
munity, let us consider application 
and procedure 

The Women's Society of Memorial 
Hospital Center is unique in that it 


rank. The 


the board of managers of the hospital 


enjoys representation on 
held by the chairman of the society, 


gives authority to its position. The 


seat on the board also serves to enlist 
the managers in their programs, elim 
nates duplication of effort, guarantees 
support and cooperation. When prob 
lems arise, they go to a joint com 
mittee 
Betore the 


administrative 


close of each year, the 
board of the society 
submits to the board of managers an 
outline of plans for the coming twelve 
months. This assures clearance before 
wctual work is started and stamps it 
as othcial and acceptable to hospital 
board of 


managers then sets out a budget to 


departments involved. The 


maintain Operations. At Memorial, the 


womens society pays only two em 


ind office mana 


ver. All other clerical and administra 


ployes, the secretary 
tive work is handled by the society 
members as a voluntary service. But 
the budget is needed for those two 


salaries, stationery, stamps and print 


ing expenses 
Membership in the society implies 
ler to ap 


ictive participation. In order 


point the woman most suited for a 
particular job, the service committee 
of the society sends out a question 
naire to all new members inquiring as 
to specific abilities, experience and 
skills, and more personal matters of 
age, number of children, and limita 
tions of time for voluntary work 

This system has proved highly suc 
cessful in placing members in con 
genial activities. For example, a re 
quest is received for a speaker to ad- 
iress a women’s club on Memorial's 
part in the cancer tield. The file is 
consulted and all cards having orange 
tabs (denoting public speakers) are 
pulled. A woman with club and speak 
ing experience who lives in town ts 
likely to be 


profe ssional 


more selected than is a 


young whose job takes 


her on the road. This procedure ts 


apphed co all categories, whether it 


is to find a tormer office worker who 


can help on a mailing hostess to 


receive at some function, Or a writer 
tor the publications committee 

It will be said that Memorial Hos 
pital Center represents such a great 
cause that the task of organizing wom 
en and collecting funds is relatively 


Many 


women shy from Memorial because it 


simple. It is only half true 


represents a dread disease 
However, it must also be remem 
bered that knowledge ot a Situation 


or condition dispels its terror and at 


Memorial it has been found that the 
more women were 1 of the work 
done at the hospital, the more women 
were inclined ¢ itch in and help 
To date, 46 a > a year annual 


membership dues to enable them to 


pitch in and help. In the long run 


streak of Florence 
1 they like 


\ strong, capable 


most women have 
Nightingale in them an 
to put it to work 


leader ts an essential but when it 


comes to sweet charity, even the most 
retiring will develop into an executive 
Let the women in on your hospital 
needs. They not only will fulfill them 
but will find other needs and fulfill 
Women's Society of 


Hospital 


those, too The 
Memorial 
proot 


Center is your 
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@ Each new picture of Crane Duraclay on the job is another 
tribute to the enduring qgva/ity of this time-tried material 


For these are not mew installations—far from it! These Duraclay 
? ib ¢ t ag fixtures have seen years of constant usage. They have been sub- 
ripure ro = jected to strong acids, abrasion, extreme changes in temperature. 


Yet their gleaming surface remains unmarred by cracks or crazes! 


D URA CLA VY ® Like Duraclay itself, the entire Crane hospital line is built to 
| 


the highest sfandards of sanitation and service. And every hospital 


and the bread plumbing need—however specialized—is part of this broad 


Crane line. 


e a, 
Crane line hi Ask your Crane branch, wholesaler, or plumbing contractor 
for full information on the Crane hospital line when you plan a 

new plumbing installation or modernize your present facilities. 


— 

Pan-W alton wall-type 

closet with integral 
bedpan lugs 


Serval flushing rim 
service sink of Crane 
Duraclay 


a rane Duraclay scrub-up sinks, Lake- 

wood Hospital, Cleveland, Ohio. Here, as 

in hundreds of fine hospitais throughout 

imerica, Duraclay fixtures have shown Dinescide dectmmnet 

their ability to withstand years of the sink of Crane Duraclay 

most exacting service required Of any SHC h 3 

equipmeat. * DURACL AY exceeds the rigid 
- tests imposed on earthenware 

(vitreous glazed) established in 

Simplified Practice Recommen 

dattons R-106-41 of The National 

Bureau of Standards. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE.,. CHICAGO 5 
PLUMBING AND HEATING 
WRALVES © FITTINGS 4 PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


Hygiene patients’ 
bath of Crane 
Duraclay 


Vol. 72, No. |, January 1949 115 





NEWS DIGEST 


A.H.A. Approves Blue Cross Health Plan . . . Father Schwitalla Resigns as Dean 


of St. Louis Medical School . . . A.M.A. Starts $3,000,000 Public Education Program 


. . . Hoover Commission Report Stresses Conflict in Federal Hospital Services 








A.M.A. Embarks on 
$3,000,000 Public 
Education Program 
Whitaker 
Baxter, managers of a_ public 
San 


CHICAGO Clem and 


Leone 


relations firm in Francisco, have 


j 


been retained as counsel to direct the 


$3,000,000 public education program 
innounced last month by the American 
Medical Association, Dr 
Lull, A.M.A. secretary and general man- 
ager, said here December 17. The cam- 
paign 


health insurance and alert the American 


George F 


will seek “to promote voluntary 


people to the danger of a_ politically 


controlled compulsory health system, 


Dr. Lull said 
A planning committee approved em 


ployment of the San Francisco firm 


shortly after the house of delegates 


voted to each of the 140,000 


\.M.A 


nonwide 


assess 


members $25 each for a na 


plan of education on the 
progress and health program ot Ameri 


Dr. Lull 


would be directed 


can medicine said that the 


campaign from a 
Chicage 


ing closely 


and Washington office, work 
A.M.A 


ind with the association's public rela 


with headquarters 
tions department 
Mr. Whitaker and Miss 


rected the campaign of the California 


Baxter di 


Medical Association which defeated the 


program of compulsory health insur 


ince proposed in that state by Gov 


Farl Warren, Dr. Lull said 
about 2,500,000 


Four years 


ago, only Calitornia 


citizens were enrolled in voluntary 


health insurance plans, it was explained 
a result of the 
tion's continuing educational campaign 


100 


Today, as state associa 


there are more than voluntary 


health insurance systems operating in 


California, with more than 5,000,000 


a million more than 


Governor Warren promised 


insured members 
to care tor 
under his compulsory program 
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A.H.A. Approves Blue Cross Plan 
for National Prepayment Health Service 


CHICAGO 
month, 


At a meeting here last 
the board of the 
American Hospital 


trustees of 
Association again 
approved the plan for a national pre- 
payment health service as proposed by 
the Blue Cross commission. The action 
came a few days after the house of deie 
gates of the American Medical Associa- 
tion rejected the joint Blue Cross-Blue 
Shield health service plan approved by 
the A.H.A. at Atlantic City last fall 

It is expected now that the Blue Cross 
commission will proceed immediately 
with the Blue 
Health which 
operate an insurance company provid 


formation of Cross 


Service association will 


ing uniform coverage for national em 
ployers where the need cannot be met 
by local Blue Cross plans. Whether the 
company will also write medical bene 


fits on a cash indemnity basis has not 


been stated; however, many observers 

believe this will be an important func- 

tion of the new organization 
Speaking for the A.H.A. board after 


the meeting approving the commission s 


After a preliminary study, Mr. Whit 


| aker announced that the A.M.A. public 


would be built 


around the following three objectives 


education campaign 

1. To awaken the people to the dan- 
ger of a politically controlled compul 
sory health insurance system 

2. To acquaint the people with the 
superior advantages of American medi 
cine over the government dominated 
medical systems of other countries 

3. To stimulate the growth of volun 
tary health insurance systems and pre 
paid medical care plans to take the 


economic shock out of illness and in 


crease the availability of medical care 


to the American people 


proposals, Joseph G. Norby, president, 
said, “The association is happy to ap 
prove the new proposal of the Blue 


We 


confidence 


Cross commission hope this 


demonstration of our will 
enable Blue Cross plans to develop even 
more rapidly 

It is expected that the national health 
service will be incorporated in Illinois 


some time after January | 


Father Schwitalla Resigns 
as Dean of St. Louis U. 
Medical School 
St. Lowuts 

The 
of Rev. Alphonse 
M. Schwitalla, 
S.J., as 
the St 


resignation 


dean of 

Louis 
University School 
of Medicine 
announced Rev. A. M. Schwitalla 
month by Rev. Paul C. Reinert, S.J.. 
acting president of the university. Neces 


Was 


last 


sitated by Father Schwitalla’s ill health, 
the resignation is effective immediately, 
the announcement said 


Rev. Edward T 


assistant dean, has been 


Foote, S.J... formerly 


named regent 


of the school of medicine, Father Reinert 


added. He also stated that it 1s the in 


rention of the university to appoint a 


medical man as dean, and that a com 


mittee will be appointed at once to 
search for qualified applicants 
Schwitalla his 


Father completed 


twenty-first year as dean of the school 


of medicine December 3. In addition 
to serving the school of medicine in an 
advisory capacity, he plans to devote 
his attention to writing in the fields of 
medical and nursing education as well 


as hospital administration 


The MODERN HOSPITAL 





BLOOD FILTERS 


That vital and necessary part of every transfusion is the 
blood filter. Look at the equipment your hospital is using 
to filter costly blood into your patient's veins. Are the 
filters themselves of reliable monel or stainless steel with 
a standard weave diameter or are they an impregnated 
plastic doo-dad with holes varying in size throughout the 
entire body of the filter? 


Certainly when filtering anything as costly and precious 
as blood you want your filters to be of uniform weave, of 
rugged strength, of adequate size. HOSPITAL LIQUIDS 
blood filters meet ALL THESE REQUIREMENTS. All our 


transfusion sets, disposable or re-usable, are equipped 


with reliable weave METAL FILTERS, and at NO 
GREATER COST TO YOU. 


Hospital Liquids Filters like Hospital Liquids sets main- 
tain a standard of rugged, efficient durability. In 1941 we 
marketed the first disposable sets and have held through 
the years the tradition that even though a set is dis- 
posable it should always be efficient and reassuringly 


strong. That's the way we make them! 


LET US PROVE THE MANY ADVANTAGES OF HOS- 
PITAL LIQUIDS BLOOD FILTERS AND TRANSFUSION 
EQUIPMENT TO YOU IN YOUR HOSPITAL TODAY. 
A DEMONSTRATION IS NOT AN OBLIGATION! 


HOSBITAL LIQUIDS 


2900 S. Michigan Ave., Chicago 16, Ill. 
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NEWS... 


Conflict in Federal Hospital Services 
Criticized in Hoover Commission Study 


D« Conflict be 
dollar 


program of the Veterans Administration 


WASHINGTON 


tween the billion construction 


and federal aid for voluntary hospitals 


nder Public Law was emphasized 


in a report submitted last month to the 


t 


Hoover commission on governmental 
cial medical serv 


Admin 


criticized in 


reorganization by sp 
The 


sh irply 


ce commiutrec Veterans 


stration was the 


report, Which pointed out that Veterans 
Administration hospitals are being built 
tound to 


ster than 


physicians can. be 
taf? then 
The 


hospital 


report also indicated that tederal 


$20,000 to $30,000 a 


costs of 


bed were excessive compared to the 
for private 
Additional aid to 
Hill-Burton 


for 


$16,000 averag hospital 


construction private 


Act to 


care 


’ , 
hospitals under the 


provide tacilities veterans 


would be cheaper and equally efficient 


the report imdicated 


In another section, the report crit 


cized the program under which care 


for 
for 


provided nonservice connected dis 


ibilities veterans. Moreover 


isand 


nine 


undred tho dependents of service 


} 


personnel get complete medical care 


tree, the report added, “with no other 


thorization than an 


ippropr ation act 


passed by Congress sixty years ago per 
wherever practicable 


Discussin tre: iw of 


itting 
NONnse;rvicc 
onnect¢ Al it ne commiuttec 
treatment iS au 
Yet 


be 1s 


1 only if beds are available 


Veter ins 


been b 


00.000 Administration 


tuthorize 


urpose 7 » rh 


t 


hy spital 


and 


navy 


General Hospital 
was recently completed 


in $30.000.000 il 


hospital idequate 
tf the area 


Among thirteen tederal hospit ils pre 


ing 9900 beds in the San Francisco 


the report said, ¢ 


1 Of the 


miy Six re actu 


neede 9900 beds, it was 


1200 are currently 


rmy 
medi 


ministration 


new national health bureau. “The United 


States is assuming uncalculated obliga 


tions,” the commitee concluded, “with 


out any understanding of their ultimate 


cost, the lack of necessary professional 


manpower to carry them out, or their 


idverse effect upon the hospital system 
ot the country 
Tracy S. Voorhees 


of the 


assistant secretary 


army, was chairman of the com 


which made the medical service 
for 
ommittee members 
D. Churchill of 
Medical School. 
chiet executive 
Blue Shield COMMISSIONS, Dr 
Wilbur of Stanford 


and Henry P. Isham, president of the 


mitte€ 
Among the 
Dr 
University 


study the commission 


were Edward 

Harvard 
Dr. Paul R. Hawley, 
otticer of Blue Cross 


Ray 


University, 


the 
ind 


Lyman 


board of Chicago's Passavant Hospital 
The 


emphasized the necessity for clearer defi 


committee's recommendations 


beneficiaries 


1 coordina- 


nition by Congress of the 


of federal aid. The proposec 


tion of medical functions in a national 


health bureau would “correct the ex 


travagances resulting from the present 


series of unrelated the 
st ited 


projects report 


Blue Cross Membership 

Reaches 31,841,136, 

Commission Announces 
CHK 


rolled 6679] 


AGO Blue Cross plans en 


new members during the 
1948 


841 


third quarter of bringing total 


the 


announced last 


membership to 31 
Blue 


month 


1 8) persons 
Cross commission 


Accor 


report 0 pe 


ling to the commission 
r cent of the total popula 


has Blue 


per 


tion of the United States now 


Cross protection, and cent 
of the Canadian population ts enrolled 

Among statewide plans, Rhode Island 
Blue 


of the state's population, and 


Cross has enrolled 70.45 per cent 


29 per 
cent of the population in Delaware has 
been enrolled by 


the plan located in 


| 


Wilmington, the said 
The Blue 


ichieved the 


report 
Cross Toronto 


lar 


plan in 
numerical growth 
1948, re 
$3,108 


rest 
] 


the third 


during quarter of 
porting a membership gain of 
New York Cin 


with 69,688 and 


ind Chicago followed 


54.853 new members 


respectively. Largest percentage growth 
was achieved by plans in Jackson, Miss 
Columbus. Ga.. Greenville 


Albuq N.M 


S.( and 


ierque 


Bernecker Submits Report 
on His Administration of 
New York City Hospitals 
New YORK 
tirement as City hospital COMM tssioner 


Announcing his re 


to become hospital director of the New 
York University-Bellevue Medical Cen 
Dr. Edward M 
mitted a detailed report of his adminis 


ter Bernecker sub 
tration of the city hospital department 
which was made public last month 
Recalling the serious nurse shortage 
that existed in the department three 


Dr 


mcreases 


reviewed the 


added 


statts of 


years ago Bernecker 


roll 


TOO 


pay which more 


than nurses to the city 


hospitals. At present, he reported, the 


department employs 10.500 nurses with 


minimum starting pay of $2400 a year 


| SALARIES MUST BE RAISED 


there 
Dr 
pro 


However, the report indicated 


is still a shortage of 


jded 


added 


nurses 


Bernecker that salaries of 
fessional personnel in hospitals must 
be brought into line with those paid 
for comparable work elsewhere so_ the 


attracted 


best talent available can be 
to city hospitals 

The 
crowded condition of the department's 


The 


hospitals and 


report noted a seriously over 


hospital facilities need for build 


ing new rehabilitating 


existing structures was described as 


enormous Good 
for a 


occupancy ot 


hospital 
of SO 


prac TICE 


calls maximum per cent 


D: 


id, whereas municipal hos 


available beds, 
Bernecker sa 
pitals now have over 100 per cent 
eccupancy with patients’ beds located in 
halls, corridors and 


treatment rooms in 


many cases 

Hospital construction under way for 
the department includes a chronic dis 
ease and tuberculosis pavilion at Kings 


Hospital 


n which 


County two cancer hospitals 


construction has just been 
started and hospitals for the aged sick 
W eltare 


are to be 
0.000.000 bond issue 


chronically ill at 
j 


and Island 


These and other facilities 
financed by a $1 
it Was reported 

Dr 
ber « 


915 


Bernecker, who has been a mem 
if the staff of the department since 
ind hospital Commissioner sinc 


1942, concluded his report with an 


expression of appreciation for the in 


terest in the department shown by 


Mayor O'Dwyer to whom his report was 


addressed The clinical care accorded 


patients in our hospitals equals, and 


in many instances excels, that of toy 


ranking voluntary institutions 
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—with GARLAND! 


MODERNIZE with the new Jine that has 
important new features for convenience, 
speed, flexibility, and sanitation. 


HARMONIZE with matching units that 


not only look efficient but are efficient. 


ECONOMIZE by getting more for your 


original investment in commercial cooking 


saves gas, and lets your chef serve better 
food and more meals with no more effort. 

Compare everywhere! You'll find Gar- 
land leads in sales because Garland 
leads in value! Ali Garland units are 
available in stainless steel or black japan 
finish and are equipped for manufactured, 
natural or L-P gases. See your nearest 


equipment—by getting equipment that 


dealer. 
70 GAS 


GARLAND — 


Heavy Duty Ranges + Restaurant Ranges « Broilers * Deep Fat Fryers °* 
Roasting Ovens * Griddles * Counter Griddles 


PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 


*REG. U. S. PAT. OFF 


THE TREND US 


COMMERCIAL COOKING 


Toasters 
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NEWS... 


200 IIlinois Health and 

Hospital Leaders Attend 

Special Midyear Meeting 
CHICAGO Plans for an expanded 


statewide program including support 


of state legislation of interest to hos- 


pitals, measures to alleviate the acute 


personnel, and 


made 


shortage of nursing 


other activities were at a special 
midyear conference of the Illinois Hos 
pital Association in Peoria last month 
More than 200 hospital administrators 


and other health leaders attended 


State legislation which the hospitals 
will seek in the forthcoming session of 
the general assembly includes a bill for 
licensing hospitals, an amendment to 
the nursing act which will lower the 
registration age for nurses from 21 to 
) years, and a return to the ten day 


requirement for registration of births 
eplacing the three day requirement en 
icted two years ago 

The association also urged further 
extension of voluntary prepayment hos 


pital and medical service plans as the 
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best means of meeting the health needs 
of the public. Other resolutions urged 
adequate local, state and federal aid to 
provide hospital care for the medically 
indigent and pledged support to amend 
ments to the federal Social Security 
Act to include hospital employes under 
the provisions for old-age and survivors 
benefits 

With a view to bringing about con 
structive action to alleviate the present 
shortage of nursing personnel, the asso 
ciation instructed its committee on 
nursing to take immediate steps looking 
toward greater Cooperation among the 
hospital association, state nursing organ 
Medical 
state department of registration and 


education, the state department of pub 


izations, the Illinois Society, 


lic health, and other interested agencies 


Among the measures suggested by 
conference speakers were shortening of 
the basic nursing course required for 
state registration, development of bet 
ter training courses for nurse's ‘aides 
and other auxiliary personnel in hos 
pitals, the imauguration of vocational 
nursing courses in high schools, and 
the licensing of practical nurses. The 
instructed — its 


association legislative 


committee to make a further study of 
the last named subject 

Reporting on a partially completed 
survey of nursing schools and nursing 
service, the committee on nursing stated 
that reports from fifty-six of the eighty 
seven nursing schools showed that these 
schools had enrolled 5O0 more students 
in 1948 1947. At 
time, fifty-six hospitals with 


than in the same 


schoc ils and 


fifty-five hospitals without schools re 


ported that they need at least 1502 


registered nurses to make their staffs 


adequate 


Reach 55 Per Cent of Goal 
New YORK 
per cent of the ne 
1948 United 
had been collected 


Mrs. Frank | 


women's division of 


Approximately 55 
irly $3,000,000 goal ot 
the 
paign 
month, 


Hospital Fund cam 
here last 
Adair, chairman 
of the the fund, 
announced 

The campaign 
$2,846,000, Mrs. Adair 


total 


goal this year was 


said, represent 
ing the amount needed to meet 
the largest deficit in the history of the 
united campaign which provides funds 
for voluntary hospitals in 
amount, Mrs 


$1,600,000 


eighty-six 
New York. Of the 

Adair said, approximately 
} 


vad been raised at 


total 


the end of the first 


two months of the drive 
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heed a 


4-SLICE MODEL 1D2 
Toasts Over 250 
Slices Per Hour 


Real Flexibility ... 2 to 16 Slices Per Minute 


FOR THE MAiN KITCHEN 
The 16-slice Model 4-1D2-D (left) 
is ideal for main hospital kitchens. 
That's because it has plenty of 
toasting capacity—pops up over 
1000 slices per hour! 


a A 


‘aim 





FOR THE DIET KITCHENS 
The 2-slice Model 1BB4 (right) is perfect 


| é 

for diet kitchens. It pops up over 125 slices ae 

of toast per hour. There are many sizes in [| yi 
between to fit every hospital need. b- " 
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WHETHER YOUR HOSPITAL is large or small, 
you'll find “Toastmaster” Toasters are best 


suited to fit a// of your toasting needs. 


YOU'LL SAVE TIME with the “Toastmaster” 
Toaster. It's completely automatic to free 
your staff for other duties. Just put in the 


bread, push down the lever, and forget it. 


YOU'LL CUT COSTS because there’s no scrap- 
ing, no retoasting . . . every slice is per- 
fect. Saves electricity, too . . . only the 
slots actually toasting use current. Rug- 
gedly constructed, the “Toastmaster” 
Toaster is built to give you many years of 
service. 

YOU'LL SAVE STEPS and valuable time for 
your personnel with a “Toastmaster’’* 
loaster in your diet kitchens. Many hos- 
pitals are using this idea now in addition 
to the larger-sized toasters in their main 
kitchens. The result is greater efficiency — 


more time for other tasks. 


TOASTMASTER 
Sea" TOASTERS 


* “TOASTMASTER sa registered trademark of MeGraw Electric 
opr. 1940 POASTMASTER PRODUCTS DIVISION 
MeGraw hiectric Company, Elgin, Ilinois 


Company 


Dept. G-19 
TOASTMASTER PRODUCTS DIVISION 
McGrow Electric Company, Elgin, Ill 


Send me complete information on “Toastmaster” 
Toasters 


Send me complete information on “Toastmaster” 
Roll and Food Warmers 


Name. 
Iustitution 
tddress.. 
Caty 


My Dealer's Name 








NEWS... 


Missouri Hospital Meeting 
Features “Diagnosis” and 
“Treatment” of Problems 
St. LOUIS A 
the Missouri Hospital Association's an 


new twist featured 


nual meeting here last month when 


members attended a ‘diagnostic clinic 


on a variety of hospital problems 
Kenneth Wauliamson 
lirector of the American Hospital As 
ot statt. John 
Luke's Hospital, Kansas 
the psychiatric 


with assistant 


ition is chiet 
R. Smiley, St 


Catv, Mo 


“Be 


serving 


SOc! 


reported on 


examination of the administrator ; trus 
tee Harold C. Fechner of Missouri Bap 
tist Hospital gave the “cardiologist’s re 
port on Mohler, Mis 


souri Pacific Hospital, reported on the 


trustees > H. ] 


condition of the admitting office and 


telephone service; Gertrude E. Cope 
land, 
Hospital, 
staff, and ¢ 


General Hospital, gave 


and 


Independence Sanitartum 
examined the supervisory 


Pickell, Kansas City 
a report of the 


STEACY 


condition of the auxiliary workers 


At the afternoon session, chiet of 


sure you use Baby-San” 





HUNTINGTON 


AMERICA’S 


FAVORITE 


BABY SOAP 


KEEP babies in your nursery happy, free from 
skin irritation. Adopt the time-saving, money-saving bath- 


ing routine with 


especially for babies, in the f 


Baby-San, the 


fine, mild soap made 
famous Baby-San Portable 


Dispenser. Baby-San keeps the skin clean, slightly lu- 


bricated, 


and free from chafing 


It gently removes the 


vernix and frees the skin from pre-natal infection, Parents 
are pleased, nurses and staff are happy too. Write today 


for 


sample and demonstration. 


staft  Walliamson the 
clinician’s findings and turned the pa 
over to Dr. Earl Wolfe of 
and Industrial Rela 


Illinois, for diag 


summarized 
tient the 
Institute of Labor 
tions, University of 
nosis and to prescribe treatment 

Mc 
Carthy, Louis 


Blue Hos 


pital Advisory Council to carry out the 


At the annual banquet, Ray F. 
former director of St 


Cross and chairman of the 


hospital survey for Missouri, was pre 
sented with honorary life membership 
in the association and a plaque in ap 
his service to hospitals 


Yates Tisdell, 


Freeman Hospital, Jop 


preciation of 
Mrs 


superintendent, 


Josephine former 


lin, also was made a life member 
Honor guest at the meeting was Mrs 

Lloyd Markt of Oregon, Mo., 

of the Holt Home 


Committee of 


chairman 
County and Com 
the Missouri 

Mrs. Markt 


her committee had 


munity 


Farm Bureau Federation 


told members how 


interested ninety-six Holt County girls 


in nursing careers during the year 


Inauguration of a free consulting 


service to assist new hospitals with 


slanning, personnel and other problems 
i I 


was announced at a business meeting 


Members of the association have agreed 


to give their time to assist new and 


existing hospitals solve practical prob 


lems and 


avoid costly errors in plan 
ning 
Mrs 


Hospital, 


Mabel H 
Hannibal 


the 


Mooney, Levering 


was installed as 


president at close of the meeting 


President-elect is Clinton F. Smith, Ci 
Hospital, St 


dent, ( 


Louis; first vice 
Pickell. Kansas 
Kansas City 
vice president, Herbert S. Wright, 
Missouri Hospital, ( ape 
deau: treasurer, Rev. E. ( 
Hospital St 
Armelda M Wood 
land Hospital, Moberly, and Elizabeth 
Martin, Children’s Mercy Hospital, Kan 


sas City 


presi 
City 
second 

South 

Girar 
Hofius 
New 


Steacy 
General Hospital 


cast 
Louts 


Lutheran 


trustees are Harris, 


$300,000 for Building Fund 
McKEESPORT, PA.—A gift of $300 
O00 to building fund of McKees 
Hospital here was announced last 
The 


Crawford, 


the 
port 
gift was made by Mrs. E. R 
McKeesport 
a member of the 
William A. Hacker 
administrator of the hospital, said. The 


con 


month 
widow of a 
who 


industrialist Was 


hospital board, 
hospital has raised $1,100,000 tor 


struction of new building, iw was re 


ported 
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21,000 EXTRA CALLONS 


of soft water per regeneration! 


That's what this 
ELGIN 
WATER 
SOFTENER 


gives you! 


There's no secret about it! The drawings 
show the big improvement in the Elgin Water Softener 
that does the trick . . . gives you up to 447 more soft 
water... for example, 21,000 more gallons per regen- 
eration from a +2” x 72” softener handling ten-grain 
water than is delivered by the ordinary water softener. 

This basic improvement is the Elgin ‘‘Double-Check” 
arrangement. It's one of those why-didn't-someone- 
think-of-it-before ideas—a manifold arrangement which 
prevents the escape of zeolite under all operating condi- 
tions. By so doing it permits a far deeper bed of zeolite 
in a softener of given size, and of course more zeolite 
means more soft water output. Also, by preventing 
zeolite loss, a higher backwash rate is made possible. 
This cleans and opens up the zeolite bed thoroughly 
—means better and quicker regeneration with less 
salt consumption, 


There's no question about it! The story of 
extra gallons of soft water is being told in daily service 
by Elgin “Double-Check” installations in more than 
3000 plants. Their ability to save dollars in first cost, in 
operating cost, in maintenance cost is indelibly written 
into the records of plants like yours. 

And note this: Existing softeners, regardless of make, 
can be modernized by Elgin to incorporate the features 
and advantages of this “"Double-Check” design. 


ORDINARY DESIGN 


SAME SIZE UNIT— SAME TYPE ZEOLITE 


Whatever your water conditioning problem Elgin has the 
answer—While the Flgin “Double Check Softener represents the seo 
lite water softener at its best, it is not the answer to every water con 
fitioning problem. Such 1s the scope of Elgin equipment and methods 
however, that we are in a position to give you an unpresudiced recom 
mendation covering your particular needs. One of our 

district engineers would lke to show yo how we 


can solve your problem. No obligation whatever 


Ask for this new bulletin —\: «e- 
scribes the design and advantages of 
this revolutionary water softener. 


ELGIN SOFTENER CORPORATION. 


SOFTENERS * FILTERS * 
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WATER TREATMENT * 


BOILER WATER CONDITIONING 








NEWS... 


Radiologists Discuss New 
Speed-Up Technic; Safe 
Levels of Radiations 


SAN FRANCISCO An operational 


speed-up which may permit x-ray sur 


veys of all visceral areas of the body in 


about one hour and reduce the cost of 


examining patients was described to the 
Radiological Society of North 


last month 


America 
meeting here 
Dr. ¢ 


Hospital Clinic 


anturco of the Carle 
Urbana, IIl., 


iS practic al 


esare Gi 
described 
only in 


the new technic 


a thoroughgoing 


staft of 


such a 


large medical building with a 


thirty or more physicians. In 


center, he said, it contributes materially 


to the reduction in the time needed for 
examina 
and a half 


patic nts sev 


diagnostic 
tion from four days to a day 
Instead of seeing certain 


eral times on successive days, the ra 
diologist makes all tests on one day in 

forty-five minute period, Dr. Gian 
turco reported 


The 


Huoroscopic examination of the chest, 


survey consists of X-ray) and 


5) R@) DLC) of Wt Me 77 OA SiS 


BAKING 


Bee LIST 


IHE POPULAR No. 959 
One of £29 models im standard block or all- 
Monel metal, for all types of gases. 





LEVEL-OPENING 
COUNTERBALANCED 
DOORS 


T’ HIGH BAKING 
COMPARTMENTS 


SIMPLICITY OF 
IGNITION AND 
SERVICE 


12° HIGH ROAST 
COMPARTMENT 





EXTRA STRONG 
DOORS 


ADJUSTABLE 
LEGS 





COOKING 


OF FEATURES! 


4” FIBERGLAS 
INSULATION 
—_—_—_ 


SMOOTH 
SURFACES 


HEAVY 
STAINLESS 
BAFFLE 


PROVISION 
FOR EXTRA 
SHELF 


NON.WARP. 
ING DECKS 


ACCURATE 
CONTROL 


ALL PARTS 
ENCLOSED 
STAINLESS 
KNOBS & 
HANDLES 


SECTIONAL CONSTRUCTION 


Blodgett’s “BASIC THREE” 


models, from which to 


sections provide twenty-two oven 
“tailor-make”’ your requirements for bakery, 


pastry shop, roasting and cooking operations. Sectional construction 
also assures fast heating, even heat distribution, accurate control 
and flexibility. Close control of temperature and generous compart- 


ment size assure high production 


ONE HUNDRED YEARS OF 


tHe oAPEREZATES, wwe 


$0 LAKESIDE AVE., 


BURLINGTON, VERMONT 


the whole of the 
gallbladder and 


the kidneys, it was explained. The rapid 


Es« yphagus, stomach, 


intestinal system, the 
survey is made possible by careful plan 
the examination, the 
staff of 


of examinations 


ning of presence 


of an adequate technicians 


and suthicient volume 


to make it economically sound 
Dr. Gianturco said the extensive ra 


diological surveys are undertaken, along 


with laboratory tests and consultations 


with specialists, in cases in which the 


symptoms do not present a clear-cut 


picture of the cause of the disease 


Dr. Gianturco said the survey method 


often helps physicians to learn whether 


or not the patient is suffering from 


more than one disease, whereas if no 


second condi- 


the 


survey is undertaken a 


tion overlooked after first 


s found 
Good medicine today depends upon 


may bs 


the integration of clinical Investigations 


and laboratory procedures.” Dr. Gian 


turco said. “This was recognized many 


years ago when the Mayos sought to 


consolidate in one general examination 


the analytical findings of the labora 


tories with a truly clinical study of the 
patient 
a field that radiology 


It is in such 


tinds its most satisfying results. During 


the course of a general examination 
roentgen procedures do not remain tso- 
lated but are indeed a projection of the 
hands, eyes and ears of the physician 


The 


organ or to 


limited to a single 


but often 


search is not 


a single disease 


extends to all the viscera and seeks to 


discover all the pathology accessible to 


the roentgen ray 


Scientists have much to learn before 


they will know the radiation 


dose 


prec ise 


which can be safely tolerated by 
the human body in daily exposures over 

long period of time, Dr. Leon Jacob- 
son of Chicago stated in another paper 


Radi aT gical 


Presenting research on 


at the Society meeting 


animals and on 
human subjects working on a wartime 
plutonium project, Dr. Jacobson called 
for further research which would give 
a “firm biological basis for a permissible 
dose” of radiation 


The 


stituents in 


great variation in the blood con 
individuals, the tmaccuracy 
of modern methods for measuring these 
constituents, and the individual physio 
logical variation from hour to hour and 
day to day made it almost impossible 
Dr. Jacobson said, to interpret fluctua 
resulting trom either 


tions — pe ssibly 


acute or chronic radiation exposure 
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Around The Wards With Kelloggs 





Latent Dickson: Sure beats working, doesn't LVurse Cowger: Here’s one time it’s a shame 


it? My favorite nurse bringing me my favorite cereal Kellogg’s Individuals are so quick and easy to serve! 
(You bet! and Kellogg’s cereals are the favorite of After all, how often does a nurse get a chance like 


more people than any other brand.) this—he’s such a swell guy 











ray oe 


























Duetitvan Bradley’ I love to plan breakfasts Grand Nutrition : All Kellogg’s cereals either 


around Kellogg’s cereals. Kellogg’s wide assortment lets are made from whole grain or are restored to whole 
each one pick his special treat. They're so thrifty and grain nutritive values of thiamine, niacin, and iron, 
easy to handle, too! Grand nutrition ... plus Kellogg flavor! 














Be sure your wholesaler salesman keeps your 
assortment of Kellogg’s complete at all times 


% 
—THE GREATEST NAME IN CEREALS 


Battle Creek and Omaha 
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NEWS... 


Ve hile ad large 
s being 
on blood 
particularly on large 


lamage, evidence on any changes 


amount of information insurance will be passed by the 8lst 


umassed from animal studies Congress, it was predicted here last 


changes caused by radiations, month by Senator Murray of Montana, 


loses which cause co-sponsor of the bill which has been 


serious presented annually for several years. In 
Associated 


Murray 


tion results plainly show the people ot 


which may accompany low level doses an Press dispatch, Senator 


is still inadequate, he concluded was quoted as saying that elec 


the country want a national health pro 
Murray Predicts Passage 
of National Health Bill 
D« \ 


health bill including compulsory health 


vram 


Furthermore, Senator Murray said, 


W ASHINGTON national ‘the decision of the American Medical 


Association to raise a $3,000,000 politi 


“I'd rather not discuss my past- 
But... 


uiministrators to 


feel it will help hospital the easy-to-service wall cabinet. In 
lett 
Frankly it 
bad. | 


But the trouble was 


know why I larger areas, more and more hos- 


my former connection pitals are enthusiastically using the 


sasnt that the odors were 


new portable Airkem Osmetans for 
odor-counteraction, 
You ean 


more comfortable, more efficient... 


expec ted them 


that nothing was done to correct the make your whole. stafl 


«dors the hospital where | 


work now because it doesn't 


aot 


smell vive your patients odor free air to 


the free welcome 


a hospital. Its 
belie \t 


ined help speed recovers 


iresh ane me, we nurses Visitors to your hospital into Air of 


(Quality 
Orce I 


ppreciite it 
Many 


problem of 


le vding solve wick-bottles 
your Airkem representative. For ad- 
Airkem and 
mechanical equipment, write to 


Airkem. Ine... 241 East 44th 
like Street. New York IT. N , # 


Airkem 


Controls Odors Originating In: 


1 Odorous disease wards 
2 Pathological labs 
3 Autopsy rooms 


hospitals thre \irkem 


from 
ind stale air with 
\irkem Chlorophyll Air Freshener 
They use Airken 


wiek-bottle to « 


odors 
ditional information on 
familiar 


vdors ‘N 


im the 
ounteract 
ind thes also 


in small rooms 


7 Freshly painted rooms 
8 Laundry and chutes 
9 Kitchens 


4 Operating rooms 
5 Utility rooms 
6 Lavatories 


126 


cal 


should 


fund to Oppose the plan openly 


the public 


A new bill will be presented to 


help our case in 
mind 
the ¢ ongress promptly after it Convenes 
The 
a full hearing again 
Ac 


tually, the plan would not change pres 


in January, Senator Murray said 


doctors will get 


before committees,” he-declared 
ent personal and individual relationships 
between doctors and patients. It merely 
would remove the financial worry about 


paying these bills 


Promise of 400 Beds for 
Care of Tuberculous Averts 
Walk-Out by N.Y.C. Nurses 
New York.— Addition of +00 beds 
to the city’s facilities for hospital care 
of tuberculosis was promised last month 
by Dr. Edward M 


sioner of hospitals, following a conter 


Bernecker, commis 
ence with nurses at the city-operated 
Bellevue Hospital. The conference was 
called when a group of Bellevue nurses 
unless immediate 


threatened to resign 


steps could be taken to terminate ex 


treme congestion in tuberculosis wards 


ut the hospital, it was reported 
Steps to be taken looking toward re 
let of tacili 


ties will 


pressure on tuberculosis 


according to Dr. Bernecker 
include transfer to the hospital depart 
ment of a camp which should provide 
iccommodations for several hundred pa 
tients; conversion of a 200 bed general 
hospital operated by the city to tuber 


culosis care; an increase from $5 to 


$7.50 a day in the rate paid by the city 
to private hospitals for the care of pa 
tients with tuberculosis, which should 
idd an estimated 200 beds to the private 
hospital facilities used for city patients, 
and transfer of present tuberculous pa 
tients to other facilities in city hospi 
tals wherever possible 

The 


must be supplemented by construction 


foregoing emergency measures 
of additional hospital facilities in order 
to provide permanent relief of the con 
Dr 


He estimated that the city 


gestion problem Bernecker ac 


knowledged 
needs an additional 5000 beds for tuber 
culous patients alone 

The Bellevue conference was held tol 


lowing circulation of a letter signed by 


nurses assigned to tuberculosis wards 


complaining about conditions whict 


have necessitated care of Many patients 


n cots located in the hospital corridors 


No mention of the threatened walk 


ouc of nurses was made at the conter 


ence, however, it was reported 
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“Only the Remington Rand Printing Calculator 





EM: 
ai Prost 
on. -* MINCREASE 


$s 
CURRENT MONTH'S — 
prio® MONTH'S SALE 


AMOUNT oF INCREASE 


pRIOR SALES 


12.8% INCREASE 


YPICAL PROBLEM: 
LECTIN TNvoIcING 
MULTIPLIES E RINTS 
and P 


4 poz $4.95 002 
495 
1.45 EACH 
149 . 15 ITEMS @ $ 

14 AUTOMATIC TOTAL 
. $41.55 

- . 

415° 


prRACTS 
ADDS ot suBT and PRINTS 


* 


\ aD0S 


suBTOTALS 
suBtRacts 
AUTOMATIC TOTALS 
10 100 TRILLION 
Lee 


“FOOLPROOF!” you'll say of the Printing Calculator, 
because it automatically prints every factor and 
answer on the tape. No squinting at hard-to-read 
dials, no repeating problems for proof... a glance 
at the tape tells you you're right—right away! And, 
of course, the printed tape gives you a permanent 
record of the figure facts on which you base impor- 
tant decisions. 

Whatever your figuring needs, the electrified 
Printing Calculator provides faster, easier, less cost- 
ly operation, with 10-key touch control, “hand- 
span” feature keys, automatic completion and clear- 
ance. And, best of all, with the printed tape, you 
have an electric adding-listing machine too—two 


fine machines for your one modest investment. 


For the whole cost-cutting story, call your local representa- 
tive, or write for free booklet **Command Performance’’, to 
Remington Rand Inc., Dept. MH-1, 315 Fourth Avenue, New 
York 10, N.Y. 


the new Romnglon Rand automatic Printing Calculator 
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NEW YORK STATE LAW* 


requires Terminal Sterilization 


of milk formula in hospitals 


Send for your copy of this informative, illustrated 


booklet on Terminal Sterilization. 











Mesigned for tng Meapicat 


New York State is another illustra- 
tion of the growing trend in Public 
Health legislation to require every 
hospital equipped with a nursery to 
set up and practice the Terminal 
Sterilization Technic of preparing and handling milk formula. 

Castle pioneered the research and development of this technic in 
which terminal sterilization under pressure eliminates any contamina- 
tion which might have occurred in the preparation ...and safeguards 
the formula from sterilizer to infant. 

The new Castle booklet “Healthy Babies and Happy Mothers”’ 
explains and illustrates the Terminal Sterilization Technic... shows 
how it can be adapted to fit space, service and budget requirements of 
any hospital. Send the attached coupon for your copy. No obligation. 
Wilmot Castle Co., 1175 University Ave., Rochester 7, IV. Y. 


*Sanitary Code, promulgated under the Public Health Law, Chapter II, Regulation 35. 


FILL OUT AND MAIL THE ATTACHED COUPON 


WILMOT CASTLE CO. 
1175 University Ave. 
Rochester 7, N. Y. 


Please send me a copy of your Terminal Sterilization 
Bulletin R-2, “Healthy Babies and Happy Mothers 


LIGHTS Name 
and 
STERILIZERS | civ 


NEWS... 


Pharmaceutical Award 
for 1948 Is Presented to 
National Institutes of Health 

New YorK.—The 1948 award of 
distinction of the American Pharmaceu 
tical Manufacturers’ Association was giv 
en to the National Institutes of Health 

research arm of the US. Public 
Health Service—it was announced at the 
issociation’s annual meeting here last 
month. Dr. Rollo E. Dyer, director of 
the institutes, accepted the award, which 
was given in recognition of the insti 
tutes “great contributions to public 
health through fundamental medical re 
search for the profound benefit of man 
kind 

In his acceptance address, Dr. Dyer 
said there is need for greater emphasis 
on fundamental research in all the 
sciences. “We have had notable success 
in applying the fundamental discoveries 
of scientists in other countries,” he said, 
but the time has come when we can 
no longer rely on the basic research of 
others. We must build up our own 
Dr. Dyer outlined research programs 
now in progress under the sponsorship 
of the National Institutes of Health 
which comprises separate institutes for 
study of cancer, heart disease, mental 
health, experimental biology, micro 
biology and dental research 

Other speakers at the meeting includ 
ed Dr. Ernest E. Irons, president-elect 
of the American Medical Association, 
who presented the award of distinction, 
Dr. Austin Smith, secretary of the Coun 
cil on Pharmacy and Chemistry; Dr 
C. P. Rhoads, director of Memorial Hos 
pital, New York, and Dr. Theodore G 
Klumpp, president of the American 
Pharmaceutical Manufacturers Associa 


tion 


Illinois Accountants Elect 

CHICAGO.—Charles F. Warfield, chiet 
wccountant at Alexian Brothers’ Hospi 
tal here, was elected president of the 
American Association of Hospital Ac 
countants, Illinois chapter, at a meeting 
of the association held Nov. 15, 1948 
Frederick T. Muncie, C.P.A., president 
of the national organization, presided at 
the meeting 

Lela M. Wright, business manager 
tor Evanston Hospital Association, was 
elected vice president and Bertha R 
Judson, chief accountant for Woodlawn 
Hospital, was elected secretary-treasurer 


of the Illinois chapter 
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Check these 
20 Uses for 


"se 
MICARTA SHEET 


This form is the type 
used as a “work sur- 
face” by those who 
have the necessary 
bonding equipment, 
and is incorporated 
into table tops or 
counters for: 


Uses 


Furniture tops 
Kitchen cabinets 
Kitchen sinks 
Laboratories 
Laundries 

Lunch rooms 
Prescription counters 
Utility rooms 

Work surfaces 


Sizes 30” x 84” 
30”x60”" 36”x84” 
36”x72” 48x96” 


%” and 1%” 
MICARTA PANEL 


This is 1/16’ MICARTA 
SHEET bonded to spe- 
cial cores of Philippine 
mahogany-faced _ ply- 
wood. It saves fabri- 
cators the trouble and 
expense of doing their 
own bonding 


Uses 


Same as those listed 
at left, plus, occasional 
use as a structural ma- 
terial. 


Size: 48” x 96” 


MICARTA 
is manufactured by 
WESTINGHOUSE 
and sold, for 
decorative purposes 
exclusively, by 
UNITED STATES 
PLYWOOD 
CORPORATION 











Yaa 
MICARTABORD 


This type is used gen- 
erally as a wall surfac- 
ing material. It is easy 
to apply over finished 
walls. 


Uses 

Bathrooms 

Corridors 

Diet kitchens 

Elevator cars 

Operating rooms 

Splash plates 

Toilets 

Wainscoting 

Walls 

Washrooms 

And as kick plates 
and push plates 


48” x 96” 








TRUWOOD 


This is a special type of 
MICARTA SHEET witha 
true wood veneer top 
sheet in 

Korina Mahogany 
Primavera Walnut 
Other woods on special 


order. (Truwood is not 
avatlable in Micartabord) 


COLORS 


SOLID COLORS 


PATTERNS 


Blue Medium Blue Green Cinee Foom 


Bisque Wedgewood Blue 
Gray Grayed Yellow 


Chinese Red Beige 


Mother of Pearl 


Tan 


Carmine Red Light Gray Green Blue 


Green Brown 
Yellow Grayed Rose 
White Light Gray 
Grayed Black Dark Blue 


Pink 
Green 
Yellow 
Copper 


FINISHES All colors and all types of Micarta are supplied in highly polished 


mirror-finish or in satin finish. 


How many ways do you employ this tough, beautiful material? 


Have you thought Micarta® as useful only 
for table tops and counter tops? If you have 
consider how this bright easy-to-clean plastc 
laminate is widely used throughout Modern 
Hospitals and Institutions: in main kitchens 
pantries, diet kitchens, operating rooms, dis 
pensaries, bathrooms, toilets, corridors, ele 
vator cars, heavy-duty counters and scores of 
other places 

Wherever cleanliness and long-time attrac- 
tive appearance are important, Micarta offers 
stubborn resistance to wear, abrasion, marring 
and abuse 

In fact, Micarta requires virtually no main 
tenance. Ir is unaffected by boiling water 
household cleansers, detergents, dilute acids, 
condiments, milk, grease, food products, and 


barber and beauty shop preparations ( includ 
ing hydrogen peroxide up to 8 hours) and 
even nail polish and remover 

Micarta 1s highly resistant to cigarette 
burns, but for complete protection, a special 
cigarette-proof grade is made. This is im 
portant in public eating and drinking places 
where stubs are allowed to smoulder on table 
tops, or are snuffed out against bar and 
counter fronts 

The type of service determines the type of 
Micarta you'll want to use. Check the table 
in the panel above 

WORKABLE: Micarta can be worked by 
hand tools on the job. It can be sawed, 
trimmed, planed and drilled 

Mail coupon for samples and literature 


UNITED STATES PLYWOOD CORPORATION - NEW YORK 18,N. Y. 


Pat Off 


United States Plywood Corporation 
55 West 44th Street, New York 18, N. Y 


1 WANT TO GIVE MICARTA THE “THIRD DE 
GREE Without any obligation whatever, send me 
free. a sample of Micarta so I can see for myself how 
beautiful, tough, wear-resisting and abuse-proof 


Micarta really ts 
NAMI 
COMPANY 
ADDRESS 


CITY STATE 
“ 
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Fick the one thats made for the job! 


Wyandotte 


makes 


Whether your dishwashing problems are big 
ones or little ones, you'll find that specialized 
Wyandotte Compounds will help you carry 
the load. 

W yandotte Keego* is designed especially 
for washing dishes and glassware by machine. 
It does an excellent job in even the hardest 
water. Keego is free-rinsing, non-corrosive to 
machine parts and helps prevent scale formae 
tior in the machine. 

W yandotte G.L.X.* is a safe, easy-to-use 
product for the detarnishing of silverware. 
Its use requires no rubbing. 

Wyandotte Neosuds* is a soapless wash- 
ing compound that makes an abundance of 


suds. It provides efficient, low-cost results in 
all kinds of hand dishwashing operations. It 
is free-rinsing and works well in either hard 
or soft water. 

W yandotte Steri-Chlor* is a stable. chlo- 
rine germicide for use after washing. It de- 
stroys unseen bacteria but is harmless to the 
user's hands. Steri-Chlor may be used as a 
rinse or spray. It is also approved for rinsing 
fresh fruits and vegetables to be eaten raw. 

Get all the facts on high-quality. low-cost 
dishwashing from your nearest Wyandotte 
Representative. Hell be glad to show you 
how specialized Wyandotte Products can 
work for you. 


* Registered trade-mark 


7) Wyandotte WYANDOTTE CHEMICALS CORPORATION + WYANDOTTE, MICHIGAN 


REG. 0. S. PAT. OFF 


SERVICE REPRESENTATIVES IN 88 CITIES 





IN COLDS...SINUSITIS 
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by dropper... 


a“ 


spray... < tampon.. 
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y~x 


neo-synephrine hydrochloride constricts the engorged mucosa surrounding the 
ostia, permitting free entrance of air and free drainage of secretions. 
Neo-Synephrine hydrochloride affords prompt and prolonged 


. . . . . . . oc p 
decongestion with virtually no irritation or congestive rebound. , P. 


ned-synepnrine 


HYDROCHLORIDE 
BRAND OF PHENYLEPHRINE HYDROCHLORIDE 


144% solution (plain and aromatic), 1 ounce bottles; 1% solution, 
1 ounce bottles; 4% water soluble jelly, 5g ounce tubes. 
Neo-Synephrine, trademark reg. U. S. & Canada 


New York 13, N.Y. Winpsor, ONT. 
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NEWS... 


Introduce X-Ray Movie 

Apparatus at Meeting 

of Radiology Society 
SAN 


FRANCISCO An x-ray 


1d t hold promise 


viny fields, as 
ition 
by 
yy of the 
wol of 
EW 


1 
nnual 


well 


meeting 


Movic 


for 


was demonstrat 


Univer 
Medicine 
levelopment 
if 


is 


members of the 


f North 


f 
ey 


V4 


| 


4 


/ 


America by Dr. George H. Ramsey, Dr 
S. Watson Jr, Dr. John J 


Thompson, Frank Dreisinger and Syd 


James 


ney Weinberg, all of whom collaborat 
€d in its development at the university 

The high exposure to radiation re 
quired for the taking of x-ray movies 
has hitherto been too great to permit 
general use on patients, and the image 
obtained was not good enough to be of 
comparable value to regular radiogra 
the 


phy and fluoroscopy investigators 


explained. With the new apparatus, ef 
I PI 


(rt a 


z ao 
oe * \ 4 yf 


Tailored to Measure 


\daptability is a quality associated with honest craftsmanship. As 


the architect plans his structure to harmonize with the terrain, and 


the tailor cuts his cloth t 


» the individual measurement. so 


must a 


fund-raising firm be prepared to offer its clients methods of campaign 


procedure 
B 


creat degree 


We have 
it is service of i special kind 
Our staff of 


procedure. 


flexible enough to meet all contingencies. 


H. Lawson Associates possesses this quality of adaptability to a 
one commodity to sell and that is service. But 


Campaign Directors are not limited to one stereotyped 
They have learned the all-around craftsmanship which 


omes only from long training in every phase of fund-raising work. 


Our permanent staff of men. trained it 


every aspect of campaign- 


ng. pride themselves upon our unique method of campaign direction 


which may bye 


modified to suit the needs of every group. Our spe- 


ialty is not only the small hospital campaign for a few hundred 


thousand dollars 


ialize in all difficult jobs 


No ca 


minary 


pation 


preli surve of the 


visits the area 


irea 


is undertaken by 


Bb. H. Lawson 


or the hospital drive for several million. We spe- 


\ssociates without a 


f solicitation. A representative then 


and ascertains the quality of leadership available and 


the interest shown in the proposed campaign by the community. When 


factor necessar\ 
then, 


undertaking 
You 


informative 


every 


only is a plan 


th 


are cordially 


“Your 


brochure 


invited to investigate 


Appeal to the Public.” 


for success has been investigated, then, and 
if procedure established, scaled to the size of 


ind tailored to the community need 


our services, 


\ copy of our 


will be made 


wWailable upon written request to Department F-]. 


B. H. Lawson Associates 


INCORPORATED 


307 Sunrise Highway 


Rockville Centre, New York 


fort has been directed toward limiting 
the x-ray dosage received by the patient 
This is accomplished by synchronization 
ot 
movement 


the x-ray output with the camera 


so that the patient recerves 
radiation only when the film is being 
exposed 


We 


provements 


teel t with the recent im 


made in cinefluorography 


we have a tool that will greatly extend 


th 


ing a 


ve value of x-ray in medicine, afford 
permanent record of rapidly mov 
which 

Dr 


the 


ing body activities—something 


the profession has long needed 


He ot 


advantages of the new cinetluorography 


Ramsey sak outlined some 


equipment as follows 


It permits a more careful study of o1 


gans and skeletal structure in motion 


Among the many applications are swal 
motion arthritis 
ot 


medium through the 


lowing, joint as in 


the movement an X-ray Opaque con 


arteries and 


trast 


veins, heart motion, obstructions in 


body passageway, fitting of prosthetic 
of 


) restoring limb func 


or artificial limbs, and the progress 


physical therapy it 


tions 


Management Institute 
Scheduled by A.H.A. 


CHICACO The American Hospital 


Association has announced an institute 


on management operating 


de 


Miss., 


pro 
partment, to 


diet: pi 
March 14 to 


tor the 
Biloxi 


lures iry 


held 


cc 

be 
& 
The 


help management 


in 


program has been planned to 


meet its responsi 
ethiciency 
ot 


stated 


bility human 


ind 


In promoting 


good standards 


mMaintaming 


operation, the announcement 


Ideas and practical methods to help 


provide satisfactory service to patients 


will be discussed 


Faculry members will speak on sucl 


subjects as recommendations for operat 


} 


the infant formula room, diet 


ing 
whieving quality food produc 


selection and 


therapy 


tion and service 


for 


velopment of better supervision through 


training 


] 


the worker productivity, and de- 


training 


Persons having administrative posi 
tions in the hospital, hospital dietitians 
with 


ietary problems are eligible to attend 
if 


American Hospital Asso 


and other 


j 


a 


employes concerned 


the institure they are personal mem 


ot 


ciation ofr 


bers the 


are employed by member hos 
j 


pitals, it was explained 
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FIND FUN AT HOME TOGETHER 


THE ALL-FAMILY DRINK! 


Sis and the whole family get a kick 
out of “‘Jeffie’’ and his tricks. He adds 
a lot to the fun they have together 
—just like 7-Up! That’s because 
7-Up ... the crystal-clear all-family 
drink . . . takes a lively part in 
family work and play. So pure... 
so good . . . so wholesome for 
everyone—that’s 7-Up! 


She tngredien 43 


of 7-Up are proudly stated 
on the back of every bottle—**Con- 
tains carbonated water, sugar, 
citric acid, lithia and soda 
citrates. Flavor derived from 
lemon and lime oils.”” 





Copyright 1949 by the Seven-Up Company. 


You like tt. $e i Ut likes you / 
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NEWS... 


Administrators, Architects 
in Southern States Schedule Louisiana, Mississippi, North Carolina, ss:e Architecture, will serve as profes- 
Hospital Planning Meeting South Carolina, Tennessee, Virginia and sional adviser in the competition. Ed- 

WASHINGTON. D< Hospital and West Virginia ward Stone, New York architect, is 
uchitectural groups in the South will In connection with the conference, chairman of the jury 


Alabama, Arkansas, Florida, Georgia, Thomas Creighton, editor of Progres 


join with state hospital agencies in con- the sponsoring agencies have announced The three-day program will feature 
lucting a conference on hospital plan- an architectural compeution for stu lectures and discussions covering every 
ning and construction at Biloxi, Miss., dents at the participating architectural phase of hospital planning from deter 


May 19 to 21, it was announced here schools. Each school will submit its mining community needs for hospital 


ist month. Sponsoring organizations in- three best projects which will be facilities to detailed phases of design 


tate architectural societies and judged during the conference, it was and construction, the announcement 
iuthorities, colleges of archi- explained. Prizes totaling $500 will be said 

id state hospital associations in awarded to winning competitors Featured on the program will be a 

banquet address by Frank Lloyd Wright 

it was announced. Other speakers in 

C a e 0c S Fool-Proof clude many of the best known medical, 

eee ' 
hospital and architectural authorities 


= is ” 


from all parts of the country 


Increase Payments to Two 
Hospitals for Welfare Cases 


St. JOSEPH, Mo Weltare patients 
at the Missour: Methodist and St 
Joseph's hospitals here will be paid 
for at a new rate of $9.51 a day after 
January 1, Dr. O. J. Carder, adminis 
trator of the Methodist Hospital, and 
FE. A. Thomson, manager of St. Joseph's 
Hospital, announced last month. The 
new rate is an increase from a_ pre 
vious rate of $4.50 a day and is fig 
ured on the federal reimbursable cost 
formula, it was explained 

The increase came following negotia 
tions with welfare board officials during 
which the hospitals were able to 
lemonstrate losses of thousands of dol 
lars each on welfare patients during the 
last year, the administrators said 

Missouri Methodist and St. Joseph's 
hospitals are not supported by the com- 
munity,” they declared in a joint state 
ment published in local newspapers 
Neither hospital receives support from 
public funds. The rate charged must 
be sufficiently large to meet the cost 


Convenient eee of operation 


There isn’t any such thing as ‘free 
Schlaze finger tip locking provides exceptional convenience for 
F P F SETVICE Someone must pay for that 
hospital personnel. Schlage loc ks fit the exacting needs of every 11 
Service Ir is paid by the individual 
door from consulting rooms to outside entrances. All Schlage locks 
or by public funds or by the hospital 
are fool-proof and panic-proof. In an emergency, a turn of the 
itself. If a group of patients is served 
inside knob instantly opens the door 


by a hospital on a basis lower than the 


Lode cost of caring for those patients, the 


hospital necessarily must get its money 
- : from sick people whom it serves in 
rite for _— 
ttusteated boobles LOCK COMPANY private rooms at higher rates 
1 


Locks by Schlaze Hospitals and doctors of this City 
SAN FRANCISCO NEW YORK . } 
have been carrying the load of welfare 


PTTL EL LLL TeL TLL ee eee rece for the city and county in an 
umount which approximates $100,000 
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Che Importance of 
Protein Adequacy in Diabetes Mellitus 


72, No 


1, January 1949 


It appears in the light of recent experience that the daily protein 
requirement of the diabetic has been underestimated and calls for 


an upward revision. 


The success obtained in diabetic retinopathy from the use of high 
protein diets emphasizes the deleterious possibilities of hypoalbumin- 


emia in this metabolic disease. 


In view of the excellent results observed from a high protein intake, 
in many forms of hepatic disease, a dietary rich in protein is suggested 
as a therapeutic measure in the management of liver enlargement, 
one of the frequent complications of diabetes.' Since impaired liver 
function reduces the efficacy of insulin, prevention of liver enlarge- 
ment by a liberal allowance of protein in the daily diet of the dia- 
betic appears an important factor in the control of this disease. With 
an estimated 2,000,000 diabetics in the United States? every benefit 


achieved in this field makes itself felt on a truly large scale. 


Meat is an outstanding source of protein in the dietary of the 
patient with diabetes mellitus for these reasons: It is notably rich in 
protein, from 17 to 20 per cent of its uncooked, and from 25 to 30 
per cent of its cooked weight. The protein of meat, regardless of cut 
or kind, whether fresh, cured, or canned, is biologically complete. 
All meat is of excellent digestibility—from 96 to 98 per cent. Fur- 
thermore, meat ranks with the best sources of B vitamins, potassium 
and phosphorus, all of which are essential factors in the metabolism 
of carbohydrate. 

' Nutrition in Diabetes, Nutrition Rev. 6:257 (Sept.) 1948. 


2Diabetes and Arteriosclerosis in Youth, Editorial, J.A.M.A. 135:1074 
(Dec. 20) 1947. 


The Seal of Acceptance denotes that the nutri- 
sii Se: 


tional statements made in this advertisement > 
are acceptable to the Council on Foods and + s 


Nutrition of the American Medical Association. eons o 


American Meat Institute 


Main Office, Chicago... Members Throughout the United States 





NEWS... 


Army Nurse Recruitment being put into effect because of 


irmys need tor nurses in sufficient 


Program Gets Under Way 


numbers to 


WASHINGTON, D.( A nationwide mew inductees who are being drafted 


urement program joint 

sponsored | the American Nurses 
tne rmy surgeon ven 

under way here t who must be recruited by June 

conference ittended 


Nurses’ associations in all parts 


the country are joming in the procure 


ment program to obtain nurses O 


voluntary basis, a civilian nursing oth 


d. “Cooperation between 


ANEE 
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Outstanding for Hospital Duty 


Built in full conformity with ASME Code for high pressure, the 
Kewanee Hi-Test Boiler has won an important place among the 
outstanding steam generators produced by Kewanee in the past 
80 years. 
Modern in every way and designed for easy handling, 
space saving and unusual economy, Kewanee Hi-Test is 
built in six sizes for 


50 to 150 Horse Power 
125 and 150 Ibs. WP 


KEWANEE BSILER CORPORATION 


KEWANEE, ILLINOIS 
Branches in 60 Cities—Eastern District Office: 40 West 40th Street, New York City 18 
Division of Awrricay Raoivior & Stardard Saritarg coxroration 


LIVE adequate care to the 


nto the armed forces, it was explainec 
According to latest estimates, the army 


nd the air force are short 3800 nurses, 


A.N.A. and the army,” she emphasized, 
assures adequate nursing care for both 
civilians and soldiers. The A.N.A. has 
prepared a plan for procuring nurses 
on a quota basis by states in order that 
no area will be stripped of its nursing 
force 

Any registered professional nurse 
between the ages of 21 and 45 is eli- 
gible to apply for a commission in the 
irmy nurse corps reserve provided she 
iwrees to serve for at least a period of 
one year, it was explained. Nurses who 
are interested in volunteering for mili 
ary service were urged to inquire at 
the othce ef the nearest district nurses 
issociation for information and ASSIST 


ance 


Watch Narcotic Supplies, 
Hilleboe Warns Hospitals 
in New York State 


ALBANY, N_Y 


and pharmacists were warned to take 


Hy spitals, de tors 


greater precautions in guarding their 
narcotic supplies by Dr. Herman | 
Hilleboe, state health commissioner. Dr 
Hilleboe said that there had been more 
than twenty major thefts of narcotics 
from New York State hospitals during 
the last year. The thefts occurred in 
New York City, Buftalo, Troy, Syracuse, 
Rochester, Schenectady and Jamestown, 
t was reported 

Too many hospitals regard narcotic 
rugs only in the light of their legal 
value.” Dr. Hilleboe said. “They tail to 
realize that underworld prices on mor 
phine and cocaine are reportedly more 
than one hundred times their legal 
value.” For example, Dr. Hilleboe said 
one ounce of cocaine, for which a hos 
pital might pay $15, might bring 
phenomenally exaggerated price” in il 
licit drug trafic 

To meet the need for added precau 
tions, Dr. Hilleboe recommended 

Prompt installation of suitable stor 
ive facilities 

Adequate protection for doors and 
windows leading to hospital pharmacies 
nd drug stockrooms 


Minimum inventories of narcotic 


a distribution system which 
would return working drug stocks to 
protective storage when the drugs are 
not im active use 

Measures to guard against overstock 
ng at supply points in the hospital 
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The FIRST all pneumatic system of 
temperature control was made by 
Powers and controlled by the famous 
gradual acting vapor-disc thermo- 


stot. 


COMPLETE LINE OF CONTROL 
FOR 


AIR CONDITIONING SYSTEMS 
ZONE HEATING SYSTEMS 
INDIVIDUAL ROOMS 
WATER TEMPERATURE CONTROL 
for Water Heaters —Hydrotherapy 
and all types of baths. 





Modern operating, recovery, deliv- 
ery and X-ray rooms, nurseries, 
private rooms and wards—when 
thermostatically controlled—help to 
improve the health and comfort of 


patients. 


Temperature and 
Humidity Control in Hospitals 


—for many years, has been helping to provide more 
healthful and comfortable atmosphere for patients, 
doctors and nurses. 


As a heating or an air conditioning system is no 
better than its automatic controls consider the accu- 
racy and durability of POWERS regulation. Users 
report many years of dependable service without 
annual repairs or adjustment. Its lower operating and 
maintenance cost. pays the largest return available 
on the investment in automatic control. For further 
information phone or write our nearest office for 
Hospital Catalog. 

CHICAGO 14, ILL. 2720 Greenview Ave. Phone BUckingham 1-7100 

NEW YORK 17, N. Y. 231 East 46th St. Phone Eldorado 5-2050 


LOS ANGELES 5, CAL. 1808 West Eighth St. Phone Drexel 2394 
TORONTO, ONT. 195 Spadina Ave. Phone Adelaide 6257 


THE POWERS REGULATOR CO. 


OFFICES IN SO CITIES @ SEE YOUR PHONE BOOK 


Over 55 Years of Temperature and Humidity Control 








NEWS... 


New York Leaders Draft 
Legislation Providing 
for Care of Alcoholics 

New YORK Legislation providing 
for recognition of alcoholism as a disease 
and furnishing facilities for the rehabili 
tation of alcoholics has been drafted 
jointly by special committees represent 
ing the New York Academy of Medi 
cine and the bar association here, it was 
reported last month. The bill has been 
introduction into the state 


prepared for 


legislature at its Coming session 


NOW YOU CAN SPECIFY 


svanaune Mall AND 


GET IT PROMPTLY 


nished wall 

ire hospital 

iat way, too, 

ive plastic 

beauty 

grime out. An 

ional 


with a damp 


sloth keeps Marlite permanent 


lustrous. Marlite goes up 


BEAUTIFUL 


For walls that 


ore easily 


The proposed legislation is an amend 
ment of the existing state mental hy 
giene law which would provide facilities 
for the treatment of chronic alcoholics 


and compulsive drinkers by establishing 


hospitals, clinics and farms under state- 


wuthority 

The bill also provides for voluntary 
admissions of alcoholics to approved in- 
stitutions, the report said. “The problem 
of alcoholism has not been covered by 
adequate statutory law,” the joint com- 


mittee declared. “Such statutes as have 





PLASTIC-FINISHED 


WALL PANELS 


new. And Marlite is economical, 
for Marlite never needs refinish- 
ing 
You can get all you need now 
A wide 


pattern: 


Marlite production is up 
selection of cclors and 
makes Marlite the ideal 
for any Call ir 
ur lumber and building ma- 


choice 


room 
_ 
yo 
terial dealer, see the Marsh cat- 
log in Hospital Purchasing File, 
or write today for the new full- 
color Marlite catalog 


PRACTICAL © SANITARY 


installed, that harmonize beautifully 


and perfectly, use Marlite © Marsh Mou'dings ® Marsh Caulkin 
Pp y 9 9 


Marlite Polish © Marsh Washroom Accessories ® Marsh Adhesives 


MARSH WALL PRODUCTS, INC., 


136 


148 MAIN STREET, DOVER, 


OHIO 


been enacted have been piecemeal, in- 
complete and have not been drawn with 
any medical or scientific approach to the 
problem. It has become obvious that 
there is an urgent necessity for the revi- 
sion of present laws and statutes. Any 
legislation in this field must necessarily 
be experimental in nature and only ex- 
perience and results will tell whether 
the bill will be able to provide the 
criteria by which the legislation will be 
finally the committee 


judged, con- 


cluded 


Announce Institute Dates 
for Nurse Anesthetists 
and Accounting Personnel 


CHICAGO Institutes for nurse 
anesthetists and on basic accounting and 
business office procedures will be con 
ducted by the American Hospital As 
sociation in February, according to a 
headquarter’s announcement. The nurse 
will February 


anesthetists meet 


group 
to ll in New York City, where mem 


bers will have an opportunity to par- 
I 


ticipate in anesthesia clinics in Various 
hospitals, it was explained. Students 


will also study the effects of selected 


drugs on the respiratory and circulatory 
mechanism and review current practice 
in all aspects of anesthesia 

The institute on basic accounting and 
business office procedure will be held 
at Atlanta, Ga., February 21 to 25, the 
announcement Planned hos 


said for 


pital administrators, accountants and 


business office personnel, the program 
will include discussions of the theory 
of accounts, inventory control, pay roll, 
collections, financial 


admissions and 


statements, and public and personnel 
relations 

An institute on public relations ten 
tatively scheduled for March has been 
postponed until later in the year, it 


Was announced 


Buys New Hospital Site 

The Lankenau Hos 
pital here has announced its purchase 
of the Overbrook Golf Club as a site 
Gay, director 


PHILADELPHIA 


for a new hospital, D. I 
of the hospital, reported. “It is the in 
tention of the board of trustees of the 
hospital to erect a complete health cen 
ter, including a nurses’ home, doctors 
office building, power plant and other 
essential facilities, the report said. The 
capacity of the hospital will probably be 
about 300 beds, it was estimated 
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” Efficiency and Economy 


of GAS Kitchen 


Important Factors in 


Hospital Operation 


COMMERCIAL COOKING 


EFFICIENT KITCHENS can save many a hospital oper- 
ating dollar while contributing substantially to successful 
hospital management. In periods of peak occupancy 
these factors are especially important to food service 


executives and hospital administrators. 


The demand for efficiency in volume food preparation 
is one of the reasons why Gas Equipment is specified in 
so many hospital expansion and modernization plans. 
Among dietitians and food administrators the merits of 
GAS are well-known, and the records of successful Gas 
Kitchens in hundreds of institutions can be readily 


obtained. 


Providence Hospital, Beaver Falls, Pennsylvania, is 
one of those establishments in which GAS has been in 
continuous use since the founding in 1909. Through two 
successive expansions Gas Equipment has been chosen. 


During the latest construction, in 1946, hospital execu- 


Providence Hospital, Beaver Falls, Pennsylvania 


Sister Irenaeus, Superintendent ial 


Two views of the compact GAS Kitchen, showing 
Chef Harry Ganoe who directs operations with the 
assistance of Mrs. Ganoe 


tives selected modern Gas Cooking Equipment to supple- 


ment existing facilities. In the staff cafeteria and the 


service kitchens the hospital uses the following volume 


- . 


One Vegetable Steamer 


cooking tools: 





Four Ranges 
One Deep-fat Fryer One Toaster 
One Bake Oven One Grill 

One Stock Kettle One Coffee Urn 











Chef Harry Ganoe, whose experience was gained in 
restaurant and hotel service as well as in institutional 
kitchens, savs,“I’ve used Gas Cooking Equipment for 
many years and have always depended on GAS for 
volume food preparation. Efficient operation of our 
Providence Hospital Kitchen is my big job and the 
cleanliness and economy of GAS are mighty important 
factors.” 

In every hospital or institutional kitchen there's a 


job for GAS and modern Gas Cooking Equipment. You'll 
find it worth investigating. 


AMERICAN GAS ASSOCIATION 


420 LEXINGTON AVENUE, NEW YORK 17, N.Y. 
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NEWS... 


Safety Council and Hospitals 
Work Together on Program 
of Accident Prevention 
CHICAGO 
ion pr 
tional $ 
on pl 
American H Spit 


ng t n 


nning 


issocl 


satety instruction cards and other safety 


program materials, it is expected. They 


also receive a satety newsletter 
ot Crouse 


N.Y 


Was Cx 


by Dorothy Pellenz 


Irving Syracuse, and 


Hospital 
published by the council, tt 
plained 

The newsletter will include directions 


establishment of  satety 


in subscriber hospitals and 


wr «othe com 
suy 
gestions for their programs. Other news 


Miss 


and 


nd ideas will be furnished to 


Pellenz by regular correspondents 


This free Nail-File 
Proof-Test will tell you 
more about plastic 
wall covering 
than all the words 
ever written 


Send for it today! 


i) Ka 


defies wear and tear. 
guarded beauty of this 
“ is far 


the under- 


beauty 


pr tected 


sheet 


alistron 


MATERIAL 


Distributed by United States Plywood Corp. 
55 West 44th Street, N. Y. 18 


hospital administrators over the coun 
try, the announcement said 

So that the national statistics may 
be compiled for analysis of safety prob 
lems and measuring of program results 
subscribing hospitals will be able to 
National Safety 


with monthly reports on all 


turnish the Council 
accidents 


in their institutions 


Dewey Announces Plan for 
N.Y. State Medical Center 

ALBANY, N.Y.—An 
center specializing in the treatment of 


and 


upstate medical 


chronic illnesses research in the 


causes of chronic disorders is planned by 


Gov. Thomas E. Dewey, it was reported 


here last month. Especially, the report 


said, the chronic disease center would be 
levoted to care of patients with heart 
liscase, cancer, arthritis and other con 
Governor 


litions characterized — by 


Dewey as “neglected” under present ta 
cilities and programs 

In the state health commission report 
ot 1947, 


tor the chronically 


five regional hospital centers 
ill were recommend- 
ed at a total cost of $9,000,000 and with 
estimated annual 


operating Costs ¢€x 


ceeding $2.000.000 


South Shore Hospital 
Starts New Construction 
CHK 


story, SS 


AGO Construction of a four 


} 


0,000 addition to the South 


Hospital undertaken 
Robert D. Fitch 


ir, announced. The addition is part 


Shore here was 
last month adminis 


$1,000,000 expansion progran 
The 


general medical 


new structure, which will treat 


surgical and obstetrical 


cases, will house four new operating 


rooms, two delivery rooms, four labor 


‘ : 
rooms all air conditioned and six 


nurseries, it was explained. It will also 


hospital with enlarged 


provide — the 


diagnostic, x-ray, laboratory, pharma 
ceutical and emergency facilities, in ad 
lition to containing its own laundry, 
heating plant and statt offices 
Architects for the new building are 


Wilkinson 


Addition to South Shore Hospital 
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, Value for 


You 5 
r Be Service 


Steady -DutY 


—-VOLLRATH WARE 


@ Value is demonstrated by performance... 
the all-around performance for which 
Vollrath Stainless Steel and Vollrath 
Enameled Wares are famous. You'll find 

them easy to clean... a feature that 


saves work and saves time for 





your staff. You'll find them 





designed and built to pro- 
vide the degree of dura- 
bility that assures lasting 
service. In all respects, 
you'll find Vollrath 

Ware your best 

value. Order it 


today. 


—— (3% ry = 


; ¥ uuver. — 
Y 


% 
Ss > Pe 


‘YOURATH ine a y incase 


a 


SINCE 1874 
SHEBOYGAN, WISCONSIN 
NEW YORK 
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NEWS... 


New York Council 

Reveals Loss Sustained 

by Outpatient Departments 
New YORK 

third of the operating deficit of a general 


Approximately one 


hospital which maintains an outpatient 


department i 1 he loss sus 


tained the operation of the outpa 


tient service, the Hospital Council of 


Greater New York reported in its Bulle 


tin last month. The council reported 


that expenses for forty-nine voluntary 


general hospital outpatient departments 


ews 


AGE BEA 
Gem vest) 


$3,590,000 to $7,570, 


to 1947. Although the 


trom 


Pe 
193 


Inc reased 


QOO trom 


outpatient income increased materially, 


the total income was only $3,160,000 


for 1947. The operating deficit of the 
outpatient service in these hospitals in 
1947 the Balletin 


totaled $4,410,000, 


reported 
Except for payments from the de 
partment of welfare for drugs provid 


ed persons on relief, the only source 


of operating income in the outpatient 


departments of voluntary hospitals in 


a Weegee 
“s r) 


The experience of hospital executives has long since dem- 
onstrated that Bright Glazed ROMANY TILE walls of real 


clay are practically indestructible and can be maintained 


at the highest level of cleanliness. For operating rooms, 


toilets and other areas requiring more than ordinary sani- 
tary care, ROMANY TILE with its hard, high-fired body 


is the preferred product. May we send you complete in- 


formation? 


Write for Illustrated Catalog 


UNITED STATES | 
QUARRY TILE €6| 


GMM 74) RENKERT BLDG., CANTON 2, OHIO Sa 


140 


New York City is fees from patients, 
the council said. “Inasmuch as these fa 


cilities have limited their services to 


the medically indigent, the amount 
which can be collected from patients is 
relatively smalf,” it continued 

The report indicated that, from 1937 
to 1947, the cost per visit rose nearly 
160 per cent, from $1.09 to $2.82. The 
140 


The aver 


income per visit increased nearly 
per cent, from $0.49 to $1.17 
thus 
$1.65. or 175 


incurred for each visit 


$0.00 to 


age loss 
increased from 
per cent, it was explained 

The city does not pay voluntary hos 
pitals for the care of the indigent sick 
in Outpatient departments, as it does 
for city charges when they are cared for 
The 
tO insur 


in the hospitals wards same 


situation pertains in relation 
ance plans, particularly the Blue Cross, 
which do not pay for care in outpatient 


When 


payments to hospitals on behalf of pub 


departments,” the council stated 


lic charges or subscribers to insurance 


plans are for inpatient service only, 


there is undoubtedly a tendency for pa 
tients to seek bed care although they 


treated on an ambulatory 


the council added 


With 


ing, recognition of the importance and 


could be 
basis, 
cost of 


the inpatient Care ris 


desirability of treating patients on an 
ambulatory basis has become a financial 
necessity, the report emphasized. Hos 
pitals were urged to extend and im 
this service and thus reduce ex 


luc 


prove 
penditures for hospitalization by rec 
ing “unnecessary hospital admissions, 
with their high cost to the community 
The 


tions to 


council offered several sugges 


impre ve outpatient service 


Many outpatient departments have been 


organized in such a way that “the pa 


tient must go from one clinic to an 


other, with trips in between to the 


cashier and possibly the x-ray depart 
ment,” it was pointed out. It 


gested that the department be organized 


was sug 


in such a manner as to enable the pa 
tient to be examined by several special 
ists on the first visit. The cost of such 
a visit would be more than the average 
cost of the present type of clinic visit, 
but, on the other hand, the council 
maintained, “such a development would 
be in the direction of providing a more 
complete service for the Community at 
a lower total cost to the public than at 
present 

Other 


could be improved as recommended by 


ways in which the service 


the hospital council are: hours corre- 
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Mercy Hospital, Council Bluffs, 
Iowa, with 216 Fencraft Windows 
for all-over daylighting and con- 
trolled fresh-air ventilation. 


irchitect: Leo A. Daly Co., Omaha. Contractor: Rorick Construction Co., Council Bluffs 


A nurse can give you some good tips on windows. 

She works with them. 

A nurse needs lots of daylight and controlled fresh air for her 
patients. She needs a window she can open, even when one hand 
is loaded down. A window she can easily regulate. 

Extra glass area in Fenestra* Intermediate Steel Windows pro- 
vides extra daylight. Fenestra Windows are available with open-in 
sill vents that guard patients against drafts and allow ventilation 
in any weather. A geared Roto-Adjuster swings casement leaves 

Ik . d into the breeze... makes regulating easy. 
ta Win OWS But your requirements may go farther than that. 

That's why Fenestra Windows offer weather-tightness . . . fire- 

safety ... low maintenance ...economy. That’s why they can be 


washed and screened from inside. 


* 
W1 th a nurse? Fenestra can give you all these benefits at low cost because 


production is standardized to keep cost at a minimum—quality at a 
maximum. It takes a lot of doing ... but it makes a better window. 
Mail the coupon... we'll send you full information on types 


*® 


and sizes and any other information you need. 


OM ee ee en een 
> eae ean ee -—— 
Detroit St 
eel P. 
a rte : F roducts ( Ompany 
>> : 
ae East Grand Blvd 
troit 11, Michigan 
Please send 


me data 
new Fencraft § On types 


imily of and sizes of the 


Fenestra Windows 


Name 


Company 











! 
J 

1 

1 

ed | 
1 

J 

1 

1 
ae 
t] 


Address 
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EZY-RUG 
Rubber Link 
MATTING 


KEEPS YOUR HOSPITAL CLEAN 


+ ‘ 





sight 


Prevents tracking through the building 
Reduces cleaning 
Reduces frequen rating ne 
essitated by the a 
by the heating or ng system 


Reautifies entrar bbies and 


also 


AMERIFLEN HARDWOOD LINK 
MATTING 

SEO-CORD COUNTER-TRED 

PERFORATED CORRLOCATED MATTING 

AMERICAN COUNTER-TRED MATTING 

AMATOCO WIDE RIBBED CORRLOATED 
WATTING 


MATTING 


A Mat for 


write 


r prices and folde 
Every Purpose 








AMERICAN MAT CORP. 


“America’s Largest Matting Specialists” 


1719 Adams St., Toledo 2, Ohio 


NEWS... 


sponding better to the needs of working 


coordination of the inpatient 


people 
and outpatient services of the hospital 


and the establishment of a unit record 


system 
In addition, “hospitals should make 


every effort to organize their outpatient 


that the time * 


the Bulletin 


departments so waiting 


of patients is reduced con 


cluded 


Maryland Court Rules 

Hospitals Immune From 
Damage Suits 
Mp 


charitable hospitals may 


ANNAPOLIS A Maryland court 


has ruled that 
not be sued by patients under any cir 


cumstances, it was reported here last 


month 
In a suit brought by a former hospi 


tal patient who claimed serious imyury 


ue to negligence of a hospital orderly 


the Maryland court of appeals upheld 


the earlier decision by a Baltimore su 


perior court dismissing the suit The 


principle that charitable corporations 


re free from tort liability has long been 


yart of the law of this state, 


t of appeals said. “To withdraw 
of corporation 


ict Of judicial 


mmunity from this type 
would be an 


face of 


this time 
ion im the contrary 
| 


policy declared by the legislature itselt 
Interpreting the decision, lawyers 


here were reported as believing that if 
t cannot i char 
hospital pro 


» for the collection of damages tor 
é é 


be brought against 
inder a torte action 
wrong, no suit at all can be 


nst icl Cc rp rations 


Organizes Accountants’ Club 
WASHINGTON, D< Dr. Louis 
Block, acting chief of the office of hos 
| services, Division of Hospit il Fa 
S. Public Healtl 


formation of an 


pit 
SETV ICE 
organiza 
e exchange of ideas and 
nics among hospital accountants, here 


The 


be known as the 


organization will 
52 Club 


members wh« 


mont 


new 
Accountants 
will include fifty-two 
iccountants, business man 


{it Manage 


ire OSpit 


mptrollers, cre rs, con 


vers, C 
tants and public accountants special 


Block said 


tion pro 


in hospital work, Dr 
of the 


new orvaniza 


t each member shall submit one 


it some time 


s reported 


procedure or article 


he year it W 


luring 


DARNELL 


It's easy to select the 
right caster to meet 
your exact require- 
ments from the Darnell 
line. There are nearly 
4000 models from 
which to choose. All 
Darnell Casters and 
Wheels are pre-tested 


DARNELL CORP. LTD. 
LONG BEACH 4. CALIFORNIA 


60 WALKER ST. NEW YORK 13. N.Y 
36 N CLINTON. CHICAGO 6, ILL 
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Get Floors 


Really Clean...Faster... 


TEAM UP 


Your Scrubber with a 


Cleanser that’s MADE for It! 


for heavy duty scrubbing of smooth, hard- 


The greater speed of mechanical scrubbing re- 
quires the use of a cleanser that keeps pace with 
the speed of the machine. Cleansers designed for 
hand-scrubbing cannot be expected to give the fast 
cleaning action required for machine-scrubbing. 
In an attempt to get floors thoroughly clean, the 
operator of a scrubbing machine using a slow- 
acting cleanser may resort to prolonged brush 
action, but that needlessly piles up mileage on 
the machine, increases labor costs, and pre- 


maturely wears out the brushes. 


To utilize the full cleaning capacity of your 
scrubbing machine —to get floors film-free clean 
in minimum time—choose a cleanser that’s spe- 


ill Finnell 


And there's a type for every need, 


cially made for machine-scrubbing. 
Cleansers are. 


including Iinula, the Original Scouring Powder, 


FINNELL SYSTEM, 
Pioneers and Specialists in 


EQUIPMENT 


FLOOR-MAINTENANCE 


72, No. |, January 1949 


surface floors. 


The Finnell Machine illustrated above is a Self- 
Propelled Scrubber-Vacuum designed for use on 
large-area floors. This Finnell applies the cleanser, 
scrubs, rinses if required, and picks up. Cleans 
up to 8,750 sq. ft. per hour! Available with 
silent vacuum, 


The nearby Finnell man is readily available to 
help train your maintenance operators in the 
proper use of Finnell Equipment and Supplies. 
For consultation, demonstration, or literature, 
phone or write nearest Finnell Branch or Finnell 
System, Inc., 1401 East St., 
Elkhart, Ind. Branch Offices PP 00ry'hing 
in all principal cities of the | FINNELL 
United States and Canada. ac. cam 
BRANCHES 
IN ALL 
PRINCIPAL 


4) 13) 


AND SUPPLIES 








NEWS... 


Garfield Cuts Admissions 
of Patients Financed 
by Community Chest 


WASHINGTON, D.C A drastic cut 
in admissions of charity patients w hose 
Community Chest 
Garfield 


The hospital 


care is financed by 


funds was announced by the 
Hospital here last month 
closed a total of eighty-six beds ordi 
narily occupied by such patients, it was 
reported A recent census indicated 
that fewer than twenty patients in the 


hospital were being cared for under the 














hospital service agency agreement cer- 
tifying patients for Community Chest 
iid. Previously, the daily total of such 
patients had been eighty or more, it 


was explained 

Hospital ofhcials stated the limitation 
was made necessary as the only alterna 
tive to closing the hospital entirely on 
financial losses in 


account of serious 


caring for service agency patients 
Officials of the Community Chest and 
its hospital service agency were re ported 


as Claiming that hospitals refused t 


SWEEPERS EVERYWHERE 
SAY IT’S A BEAR 
FOR WEAR 


Its rugged, workmanlike con- 
struction — including a light 
metal casing to protect the 
broom’s shoulder — combines 
with long-wearing fibers to 
more than double the life of 
your broom. You can reduce 
your daily cleaning costs with 


the longer-lasting Fuller Fiber 


Broom. 


IN CANADA: 


144 


Phone your local Fuller Branch 
Office or write 


INDUSTRIAL DIVISION 
3629 MAIN ST., HARTFORD 2, CONN 


FULLER BRUSH COMPANY, LTD., HAMILTON, ONTARIO 


welfare 
patients and insisted instead on certify- 
ing Willard ¢ 
Smith, director of the hospital agency, 


accept agency certification of 


patients themselves 
stated that the agency would not accept 
responsibility for patients unless it was 
given the opportunity of 

Robert P 


secretary of the hospital council, said 


certifying 


them Bryant, executive 
that hospitals in the capital area re 
gretted this action by the service agency 
The hospital council has indicated its 
willingness to sit down and discuss our 
Mr said 


pr blem. Bryant 


N.Y. Health Department 
Proposes System of Clinics 
New YORK A 


of diagnostic clinics for early detection 


citywide system 
of cancer, heart disease, diabetes, tuber 


culosis and mental ailments has been 


proposed by the health department here, 
and the board of estimates last month 
allocated $2,500,000 to implement the 
plan. An $2,500,000 — is 


sought by the hospital department to 


additional 


inaugurate its proposed system of home 


care for patients removed from. city 


institutions but still needing treatment 
The 


put into operation as soon as the neces 


new diagnostic service will be 


sary physical facilities and equipment 
The 


first clinic in the system is expected to 


can be prepared, it was reported 


be in operation within a few weeks 

wccording to the health department 
Under the diagnostic plan, a bureau 

of adult 


establish 


hygiene will be created to 


the clinics, where periodic 


health examinations will be given and 


special diagnostic facilities will be 


available for patients needing electro 


cardiograms, basal metabolism _ tests, 


X-ray, tissuc examinations ind other 


procedures 


Hillman Heads Florida Group 


JACKSONVILLE, FLA.—Dr. C. C. Hill- 
man, administrator of Jackson Memorial 
Hospital, Miami, was named president 
elect of the Florida Hospital Association 
at the association’s annual meeting here 
month. H Wilson, Alachua 
County Hospital, Gainesville, Fla took 
over the presidency during the meeting 

Other 
Losh 
lando, treasurer, and H 


last Louse 


named were Norman 
Memorial Hospital, Or 
A Schroeder, 


othicers 
Orange 


Florida Hospital Service Corporation 


Jacksonville, secretary 
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In the Procter & Gamble Skin 
Research Laboratory, continuous 
sudies are made of the human 
skin, particularly as to the skin's 
reaction to soaps and soap in- 


gredients 


Doctors consider the skin, physiologically, as one 
of the body's most important mechanisms...deserv- 
ing of the best care. And hospital authorities are in 
thorough agreement on this point, as is evidenced 
by the extreme care exercised in selecting a soap 
for patient use. The widespread use of Ivory Soap 
in American hospitals indicates plainly that Ivory 
meets the modern hospital’s exacting needs. 


99%..% pure 
it floats 


FOR GREATER SKIN PROTECTION ! 


The purity of no other soap is more closely safe- 
guarded than is lvory’s. In the process of manu- 
* facture, Ivory undergoes 216 separate control 
tests . . . to make sure, scientifically, that every 
cake is uniformly pure and mild. 
Ivory is an investment in patient comfort, available 
at a modest cost. It will pay your institution to share 
in this investment. 


Ivory Soap is available for hospital use in the popular 
unwrapped 3-ounce size as well as in smaller sizes, 
wrapped or unwrapped. Today's Ivory is finer than 


ever—richer lathering, handsomer, easier to handle 


MORE DOCTORS ADVISE IVORY SOAP THAN ALL OTHER BRANDS TOGETHER! 
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NEWS... 


Social Security Official 
Estimates National Nurse 
Shortage at 40,000 
D« 


is estim 


The 


ted at approx! 


W ASHINGTON national 
nurse shortage w 
nut here last month 


Cron 


the bureau of employment security, S« 


marely 40.000 


when Robert ¢ dwin, director of 


cial Security Administration, reported 


gure to Federal Security Adminis 
Oscar R The 


nursing needs in hospitals 


Ewing report CoV 


do 


Mr 


Is also al 


public agencies Goodwin 
potential 


10,000 


estimated that there 


lemand” for an additional 


nurses to staff new hospital facilities 


nd meet other nursing requirements 


in the next three to five years 


The 


shortage 1s 


report said the present nursing 


still acute” with “thousands 


of vacant beds” in hospitals attributable 


to lack of nursing personnel 
The estimated was 
broken down 


10.000 shortage 


as follows in the report 


hospitals and clinics, 20,000; public 





NO LOCK MAINTENANCE 
EXPENSE 
This protective maintenance equip- 
ment eliminates expensive and too 
often unnecessary repairs and replace- 
ments of keys and locks 


PATTERN KEY 
The heart of the system is the reserve 
pattern key which is never loaned. 
Duplicate keys are made from this 
key which prevents permanent dam. 
age to expensive lock equipment, 





P. 0. MOORE, 


yisivle Index Ke 
Control System 


A COMPLETE SYSTEM FOR CARE OF KEYS 


Here’s a Key Control System that is no ordinary system. 
Designed for control, for quick filing and instant finding 
of allkeys ... your guarantee of SECURITY, CONVENIENCE and 
Privacy. Widely used throughout schools, institutions, hos- 
pitals, industry, government, transportation, communications, 
housing .. . wherever keys are used. 


A Quarter Century of Experience in Key Control Indexing 


VISIBLE — ACCESSIBLE — 
CONVENIENT 

By looking at the above illustration 
a portion of a System panel, it can be 
seen at a glance that the keys are com 
petently organized, accessible for in 
stant finding and easy to return to the 
panel. You will be surprised how 
helpful it will be 


Write today for 


complete information 





300 FOURTH AVE. 


INC. NEW YORK 10, N.Y. 


} 


heaith, 6000; private duty, 4000; nurs- 


ing schools, 3000; doctors’ offices, 3000: 
industry, 2000; miscellaneous, 2000. 
The 


nurses 


report said that institutional 


receive the lowest pay and in 


dustrial nurses, the highest in the pro 
The for all 


nurses 1s eight hours weekly sched- 


work day 


ind 


fession average 


ules range from torty to forty-eight 


hours with the longest schedules pre 
field. Also 


shorter hours 


institutional 


tend for 


vailing in the 


noted Was a ency 


in large Communities 


TB Sanatorium Improved, 

Dr. Fishbein Asserts 
CHICAGO.—Improvement in the oper 

ation of = the 


Sanatorium 


Municipal Tuberculosis 


here under the new sana 


tort 
OTit 


im board appointed a year ago was 
recently. Dr. Morris Fish- 
American Medical Associa 


chairman of the sanatorium’s scien 


reporte { 


bein of the 
tion 
tific advisory Committee 


Following appointment of the new 


board and reorganization of the hospital 


staff, Dr. Fishbein said admissions had 


been speeded up so that place can 
ilways be found for the communicable 


case whict Is endangering community 


healt 
Collaboration wi schools 


was made possible 


Dr 
present st 
| dt 


in the reorganization, 
He 


time physicians be 


Fishbein said irged that the 


taff to be headed 


time $s 


ist of international reputa 


Urges Revising Estimates 
of Safe Radiation Dosage 
CHICAGO.— Recent 


revising estimates of 


investigations in 
dicate the need for 
ts fre 
ling x-ray therapy, Dr 


m various kinds of 


sate dosage limi 


radiatio incl 


Herman J. Muller, professor of zoology 


it the University of Indiana, stated in 
cently Repeated 


n iddress here re 


exposures tO X-ray concentrations too 


small to produce reddening of the skin, 
blood changes or other symptoms may 


cause “important damage.” Dr. Muller 


declared 
Moreover be suf 


ficient to ¢ the genes 


harming de 


Ca rable ot 
I 
lants if Was st 


Muller 


[WO VCa 


patients 
soon 
Dr 


physiology 


Nobel prize in 
for 


reccive 
his study 
of biological chang in Insects 
} j 


pro 
lation 


ced by rac 
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“We hear that nurses love us!” 


Vup! Its love they say because we've ciiminated two fussy 
details in the hospital flowers nurses handle. You see, almost 
all our 8,000 F. T. D. members deliver flowers a/ready placed 
in containers. Too, these containers are a/ready filled with 


chemically treated water that lasts as long as the flowers. 


Flowers-by-Wire definitely cheer patients ! 


ee ae No doubt you've seen how lovely Flowers-by-W ire perk up patients’ 
orlidwide / 


spirits .. . make them think fondly of home and friends. Flowers are 


vod tool to aid in patients’ convalescence! 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, 149 Michigan Avenue, Detroit 26, Michigan 
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How to put faraway suppliers 


Want medical and dental supplies, drugs and pharma- 
ceuticals fast? There’s nothing to it when you specify 
Air Express! It*s the fastest service there is. And here’s 
a tip: if your refrigerated storage space is small, keep 
down inventories by using Air Express. 

Air Express shipments go on all flights of the 
Scheduled Airlines. There’s no waiting around, with 
this speedy, 24-hour service. Special pick-up and 
delivery service is included at no extra cost, and Air 
Express rates are low. 


Specify Air Express-Worlds Fastest Shipping Service 


eLow rates—special pick-up and delivery in principal U. S. 
towns and cities at no extra cost 

e Moves on all flights of all Scheduled Airlines. 

eAir-rail between 22,000 off-airline offices. 

True case history: Chicago hospital regularly gets drugs and 

supplies by Air Express. Typical shipment weighed 5 lbs., 

picked up New York City 3 p.M., delivered 9:20 P.M. same day 

7214 miles, Air Express charge only $1.63. Any weight similarly 

inexpensive. Phone local Air Express Division, Railway Express 

Agency, for fast shipping action. 


Y// ZES 


GETS THERE FIRST = 


de pick-up and delivery door 


towns and cities 


AIR EXPRESS, A SERVICE OF RAILWAY EXPRESS AGENCY AND THE 


scHEDULED AIRLINES of THE U.S. 
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More Attention to Patient, 
Less to Building Is Plea 
of Welfare Council Speaker 

New YorK Agencies responsible 
for the care of chronic and mental dis 
eases and other long-term institutional 
patients should pay less attention to 
construction of physical facilities and 
more to obtaining personnel with ap- 
propriate temperaments and skills, Dr 
George Draper, medical director of the 
Burke Memorial Foundation, White 
Plains, N.Y., said at a meeting here last 
month of the New Jersey Welfare 
Council 

Well taught brains and understand 
ing hearts are more valuable than marble 
halls.” in handling the patient with 
chronic or terminal illness, Dr. Draper 
said in a paper presented in his absence 
by a member of the foundation staff 
He urged that more attention needs to 
be paid to “the man within the patient 
recognizing that adequate housing and 
physical facilities must, of course, b: 
provided. “Less money should be spent 
on the monumental values of welfare 
housing and far more on competent 
personnel at every level,’ Dr. Draper's 


paper declared 


British Hospitals Suffer 
From Nurse Shortage 

New YORK Hospitals in Great 
Britain face a serious shortage of nurses 
in spite of widespread recruiting efforts 
and the importation of trainees from 
the Continent, according to a_ report 
published in the New York Times last 
month. The shortage is estimated at 
approximately 48,000 nurses today, the 
report said 

Harsh methods of training and strict 
discipline have tended to discourage 
students from continuing their hospital 
training, it was declared in a recent 
lebate on the recruitment program 
During the debate, which took place 
in the House of Lords, one speaker sug 
vested that the training of nurses be 
removed entirely from hospitals and 
turned over to a new authority. An 
other speaker described several in 
stances of “petty tyranny which re 
sulted in the resignation of young wom 
en who resented sharp reprimands or 
punishment for slight infractions of 
rules 

Another suggestion for relief of the 
shortage was that provision be made 
for training larger numbers of male 


nurses 
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Along about |5 years ago Tuberculosis Sanatoria 
were faced with a special problem. Their patients 
used great quantities of sputum napkins. Keeping 
these patients supplied was a real problem be- 
cause the piles of loose napkins quickly became 
soiled, they blew around or were pushed around 
and were wasted because patients would “grab” 
too many at a time. Altogether it was a pretty 
messy, wasteful business. 


It was in 1934 that we developed the idea of Inter- 
folded Sputum Napkins in a metal disp2nser. An 
individual service, placed at each bed- 
side, making it easy for the patient to 
quickly get one (two ply) clean napkin at 
a time, it proved a complete and satis- 


a 


WILL ROSS 


IDEA. 


One of a Number That 
Have Helped to Improve 
Service and Reduce 


Waste in Hospitals 


factory answer to the whole problem. It is now serv- 
ing Tuberculosis Sanatoria all over the country. 


This idea in itself may have little or no interest 
to hospitals in general except as an example of the 
type of service we have tried to render to all 
hospitals large or small, of whatever nature. 
Knowing our customers’ problems and having 
“ideas” that help them find solutions is one 
reason why Will Ross, Inc., in léss than 35 years, 
has grown from a little mail order house to a 


national institution. 


WILL ROSS, INC. 


Manufacturers and Distributors of Hospital and Sanatorium Supplies and Equipment 


MILWAUKEE 10, WISCONSIN 
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NEWS... 


Abandon Expansion Program A drive to obtain funds by enlisting 
for Lack of Funds one million or more members in a COMING MEETINGS 


New YorK A proposed $7,000 nationwide interracial fellowship  pro- 
000 explansion program for the Syden- 874M Was unsuccessful, Harry C.Oppen- AMSRIGAN COLLEGE OF MOSPITAL ADMIN 





, ; | i ISTRATORS, Cleveland, Sept. 25-26 
side > pital, se 
ham Hospital in Harlem has _ been a ae coreg of the hospital, op AMERICAN COLLEGE OF HOSPITAL ADMINIS 
é ldations were not interested in TRATORS, Educational Conference, Netherland 
abandoned for lack of funds, Dr. Alfred “9 four ational | . 
Plaza Hotel, Cincinnati, Feb. 21-25 
E. Cohn, formerly a member of the making grants ssammecane pelea a euseenis. ticitens! 
. iona 
We have plenty of trouble keeping Meetings. Edgewater Gulf Hotel, Edgewater 
: Park, Miss., Jan. 7-8; Rice Hotel, Houston, Tex., 
Mr Oppen Jan. 14-15; Hotel President, Kansas City, Mo., 


hospital board of trustees, said here 
last month. The plan envisioned med the hospital going as 1t is, 
. . VP . ’ » Candie Feb. 11-12; Statler Hotel Washington, D.C. 
ernization of the existing 200 bed inter- heimer said. “We are making Sydenham March I5-lé: Statler Hotel. Buffalo, W.Y_ March 
racial hospital and construction of an a teaching hospital and an ideal place ee MacDonald Hotel, Edmonton, Alta., April 
dditio ling ad . and for training both Negro and white in 
lition providing additional beds and f iis a AMERICAN HOSPITAL ASSOCIATION, Cleve 
medical education hueDisinn rerns land, Sept. 26 
AMERICAN HOSPITAL ASSOCIATION, Mid 
Year Conference of Presidents and Secretaries, 
Drake Hotel, Chicago, Feb. 4 
AMERICAN OCCUPATIONAL THERAPY ASSO- 
CIATION, Book-Cadillac Hotel, Detroit, Aug 
23-25. Institute, Aug. 26, 27. 
AMERICAN PROTESTANT ee ASSOCIA 
TION, Cleveland, Sept. 23-2 
AMERICAN SOCIETY OF MEDICAL TECHNOL- 
OGISTS, Hotel Roanoke, Roanoke, Va., June 
20-23. 


AMERICAN SOCIETY OF e RAY TECHNICIANS. 
San Francisco, June 5-! 


ARIZONA HOSPITAL ASSOCIATION, Phoenix, 
Feb. 11-12. 


ARKANSAS HOSPITAL ASSOCIATION, Marion 
Hotel, Little Rock, May 16-17. 


ASSOCIATION OF WESTERN HOSPITALS, Civic 
Auditorium, San Francisco, May 9-12 


CAROLINAS-VIRGINIAS HOSPITAL ASSOCIA 
TION, Asheville, N.C., April 21-22. 


1OWA HOSPITAL ASSOCIATION Fort Des 
Moines Hote! Fort Des Moines, Apri! 22 


KENTUCKY HOSPITAL ASSOCIATION, Kentucky 
Hotel, Louisville, March 20-April | 


MASSACHUSETTS HOSPITAL ASSOCIATION 
Statler Hotel, Boston, March 28 


MIDDLE ATLANTIC HOSPITAL ASSEMBLY, Con 
vention Hall, Atlantic City, N.J., May 18-20 


NEW Hampton O. B. Table MID-WEST HOSPITAL ASSOCIATION, Kansas 


NATIONAL ASSOCIATION OF METHODIST 
° HOSPITALS AND HOMES, Congress Hotel 
/ Chicago, Feb. 16-17 
° NEW ENGLAND HOSPITAL ASSEMBLY, Hote! 
Statler, Boston, March 28-30 


Speedy operation, complete simplicity, and cleanliness were foremost OHIO HOSPITAL ASSOCIATION, Nell House, 


f h b dd kill, fi Columbus, Ohio, March 23-26 

i i i i rs w mbin esignin ill, fine 

bn the eslady oF Ghempaiee rae" ccapontiars te a = SOUTHEASTERN HOSPITAL CONFERENCE, Buena 

workmanship and quality materials to produce this table for hospitals Vista Hotel, Biloxi, Miss., April 27-29. 

that demand the very best. TENNESSEE HOSPITAL ASSOCIATION, Andrew 
Jackson Hotel, Nashville, March 17-19 





The New Hampton Table provides: TEXAS HOSPITAL ASSOCIATION, Buccaneer 
Hotel, Galveston, April 19-21. 


a COMPLETELY HEAD-END CONTROL er rem se ASSEMBLY, Palmer House, 
hicaao ay 2- 
@ TELESCOPING LEG SECTION 
UPPER MIDWEST HOSPITAL CONFERENCE, 
@ IMPROVED WELLSTON DELIVERY CRUTCHES ene Se Sea 


WISCONSIN HOSPITAL ASSOCIATION, Schroe 
der Hotel, Milwaukee, Feb. 17 


Anesthetist regulates all adjustments of the table without leaving the 





normal seated position. Telescoping leg section cannot interfere with 


obstetrician when completely retracted. ” . 
Free Medical Service 


RUTHERFORD, N.J Private physi 
cians give from 9 to 24 per cent of their 


Investigate the features of the New Hampton Table today! 


Sold through Surgical and Hospital Supply Dealers 


time to free medical service, the maga 


ST. LOUIS zine Medical Economics said last month 
SH 0 m 3 i ij The average physician works a sixty 
# MISSOURI hour week, it was reported 
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for maintaining 


urinary 


One heaping teaspoonful provides: 
Calcium Glycerophosphate, 
1 6/10 grs. 0.10 Gm 
2 : Magnesium Phosphote, 3% ors. 0.22 Gm 
alkal ee we ty Calcium Phosphate, 3% grs. 0.22 Gm. 
Potassium Bicarbonate, 7 grs. 0.45 Gm 
Sodium Bicarbonate, 17 grs. 1.10 Gm. 


i — I E—_-” -<cnceasgeppannaninee 
during ) 





sulfonamide 


therapy 


—— a 


Kel | <ony ola - te 


roll dell lal-Mi-tad-tea-tie-tal meets olelt late! 


‘Alka—Zane'* Alkaline Effervescent Compound gives a supply of 
different bases normally present in the body. The use of a 
variety serves to be more "natural" than administering a single 
alkali such as sodium bicarbonate. 


‘Alka-Zane' Alkaline Effervescent Compound is a pleasant and 
efficient agent for alkalinizing the urine; in addition, it 
encourages a good fluid intake. These properties make 'Alka-—Zane' 
a very useful product during sulfonamide therapy where it is 
necessary to raise the pH of the urine and insure a good fluid 
intake to prevent crystalluria. 'Alka—Zane' Alkaline Effervescent 





Compound in water produces a palatable drink that makes it 
easy to get patients to take enough fluids. 


How Supplied: 'ALKA-ZANE' Alkaline Effervescent Compound 
is supplied in 1 1-2 oz., 4 0oz., and 8 oz. bottles. 


°T. M. Reg. U.S. Pat. Off 


William R. Warner & Co., Inc. 113 West 18th Street, New York 11,N. Y. 
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NEWS... 


Plan Sites for Convenience 
of Hospital Personnel, 
Institute Speaker Asks 

D« 
should for 
doctors and personnel rather than 
A. McNamara, hospital 
bureau 


WASHINGTON Hospital sites 
ot 


pa 


be selected convenience 
Fred 


ot 


tients 


rector the federal budget 


said in a lecture at an institute on hos 


American 
last 


pital planning held by the 
Hospital 
Most 


Once 


Association here month 
the 


Mc N mara said 


patients use hospital only 


Mr 


but doctors 


Outs 


and 
in choosing 


ind other workers use it every day 


that must be remembered 
site 
Assurance of ample space for future 
hospital expansion and consideration of 
commercial development in the hospital 
factors in 


He 


near 


locality are also important 
Mr. McN 


avoidance 


amara said 
ot 


recreation areas, railroads and cemeteries 


site selection, 


recommended sites 
because of adverse psychological effects 
on sick patients 


Unification of hospital resources into 


anding in adaptability 


to Specific Requirements 


TUBE-TYPE 
FLOWMETER 


THE 


PURITAN OXIFIER 


The Puritan Oxifier administers therapeutic 


AUDIBLE 
WARNING 
SIGNAL 


SAFETY 


STANDARD 
QUART 
HUMIDIFIER 
JAR 


gases simply, efficiently and 

according to prescribed in- 

halation...dry or adequately 

humidified, with positive 
control. Affords maxi- 
mum protection against 
excess moisture. Quality 
equipment, the Puritan 
Oxifier is built for long 
years of service. 


USE WITH EITHER CATHETER 
OR MASK AND BAG 


ta 


rs 


. 


ry 


LEU 


eee Wil or Milan tps heagey Epugpmeni laleleg 
PURITAN COMPRESSED GAS CORPORATION 


ATLANTA BOSTON 
NEW YORK st 


BALTIMORE 
DETROIT 


Louis st 


CINCINNATI DALLAS 
PAUL KANSAS CITY 


CHICAGO 


“Puritan Maid” Anesthetic, Resuscitating and Therapeutic Gases 
and Gas Therapy Equipment 


PURITAN DEALERS IN MOST PRINCIPAL CITIES 


a single community plan was recom- 
mended lecture by 
Allan Craig, New York hospital con- 
transition 


in another institute 


sultant. Hospitals are in a 


Mr 


away from individualistic policies and 


stage today, Craig stated, moving 
toward integrated or unified hospital 
systems. 

Mr. Craig recommended that hospi 
tals offer office facilities for staff doctors 


to use for their private patients 


Red Cross Conference Studies 
World Nursing Problems 


WASHINGTON, D< Four resolu 
tions concerning world nursing prob 
those adopted at the 
International Red 


at Stockholm, 


lems were among 


seventeenth Cross 
Conference held Sweden. 


t was announced recently at Ameri- 
Red 


Among the resolutions regarding nurs 
and home 


can Cross headquarters _ here 


ing and auxiliaries 
nursing were the following 


The 


national 


nursing 


conference recommends _ that 


societies Cooperate with their 


respective national nurses associations 


in urging that selected nurses become 
expert in the nursing problems arising 
from the conditions of modern warfare 
and that they be prepared to assume 
necessary in the 
and ot 


or professional nurses who may render 


leadership if training 


supervision nursing auxiliaries 


nursing Care in such eme rrency 


That 


principle 


national societies support the 


that training programs de 


signed to obtain a rapid increase in 


available nursing service for an emer 


gency situation should place 


emphasis on the short-term training of 


primary 


auxiliary workers who do not expect to 
remain in the field of professional nurs 
ing, 
or reduction of the required training for 


rather than upon the modification 


professional nurses 
That 


with 


national societies, in coopera 


tion their respective national 


nurses’ associations, advance 


planning for the division of responsi- 


encourage 


bilities between professional nurses and 


auxiliary workers in time of major 
emergency 


The 


that 


conterence notes with satisfac 


tion an increasing number of na 
tional societies are providing instruction 
to the public in protective health meas 
the 


ures and simple care in 


home and urges that such programs be 


nursing 


encouraged wherever practicable under 


Red Cross auspices.’ 
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tomorrow's 
laboratories 
will be equipped with 


% moduline 











another Aloe 
exclusive 


the most modern laboratory furniture in the world 


Moduline, by Aloe, comes in architectural approved 
widths and depths so that custom-built laboratory 
facilities may be developed from standard Moduline 
units. Notice these details: concealed hinges; baked 
steel finishes with stainless steel table tops; Furnished 
with or without reagent shelves. Utilities can be top or 
splashback mounted. No working space is taken up 
with utilities. Each new installation is convincing more 
persons that Moduline is the most functional, practical, 
laboratory furniture ever designed. Write for special 
booklet T-300 and learn how Moduline can help solve 
your furniture problems. 


Special schematic layouts for 
laboratories available on request. 


A.S. ALOE COMPANY Serving Science Since 1860 — 


1831 Olive Street St. Lovis 3, Missouri 
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NEWS... 


National Resources Board 

Surveys Nurse Supply 
WASHINGTON, D.C 

inventory 


launched 


A nationwide 
nurses 
National 


part ot 


of professional was 


last month by the 


Security Resources Board as a 
its mobilization planning program, the 
The 


American 


inventory is to 
Nurses 


b« yards ot 


board announced 


be conducted by the 
with 


the 48 


Association, working 


nurse examiners of states in 


gathering the data, it was explained 


Information to be tabulated will in 


clude numbers, ages, special preparation 
and employment status of all registered 
With this 


division of 


nurses in the United States 
information, the medical 


the National Security Resources Board 
wili develop recommendations for the 
distribution of nurses to meet military 


and civilian needs in the event of war 

To compensate for the shortage of 
nurses that would be probable if a na- 
tional emergency should develop,” ex- 


Ruth 


board's nursing section, “it 


plained Freeman, chief of the 


is essential 


TURNING FRAMES 


In immobilization, the smallest 


nurse can turn the largest patient 


with utmost ease and safety. 








velopmen 

tients, the 
the modern hospital 
tween the two frames of 
hve quickly turned one 
er turning 
i-m roth 

lrame, the 


traction 


ocess. Built of the 
DN orthopedists, 
Stryker 


the 


frame saves 


comtort 


Stryker Turnin 


wi the othe 
comtortable re 
patient can re ud. 


se. In cases 


finest materials 


yvnecologists and 


ind well-being 


itment «of 


immobilized pra 


v Frame is essential equipment 
W hil 


this 


held gently 
irhbep ue de Viet itt 


but firmly be- 
patient can 
nurse frame is removed 
ered with taut canvas and 
Lying 
and feed 


ie. Intertrochanteric of 


sting surtace 
vrite 
frame ¢ elevated 


throughout the turning 


ind widely acee pled 


neuro-surgeons. the 


valuable nursing time and increases 


of the patient 


let ai, 





* You are invited to write for 


ORTHOPEDIC FRAME COMPANY 


inf, 
iP info 


KALAMAZOO 
MICHIGAN 


tO maintain a current inventory of all 
qualified individuals. With caretul plan- 
ning, we should then be able to provide 
for the most effective utilization of the 
nation’s nurses if the need should arise 

Once the basic inventory is com- 
pleted, the American Nurses’ Associa- 
tion intends to keep the information 
up to date through periodic checks with 
boards of examiners, 


with which professional nurses in most 


the state nurse 


states renew their licenses at regular 


intervals, the announcement said 


Move Polio Patients Into 
Carolina Convalescent Unit 
GREENSBORO, N.€ 100 
convalescent policmyelitis patients were 
moved into the $500,000 Central Caro- 


More than 


lina Convalescent Hospital here in No- 
vember following emergency efforts by 
several Community groups to complete 
the project. The new facility was pro- 
vided so that patients could be evacu 
from a clinic in the 


ated temporary 


city, according to a newspaper dis 
patch 
Transfer of the polio patients fol- 


lowed an effort that was described as 


one of the largest cooperative move- 
ments of mid-Carolina residents,” who 
donated $300,000 in cash and $200,000 
in building materials and labor to the 
hospital. More than 10,000 
work was contributed during week-end 
hours by various skilled tradesmen and 


hours of 


unskilled volunteers, including college 
students 

The hospital was originally planned 
as a small semipermanent structure but 
was enlarged to meet the polio emer- 
this fall, the 


gency that occurred here 


report said 


Hospital Opens Kitchens 


Newly 


service 


BROOKLYN, N.Y 
kitchens and 
$370,000 


construct 
facilities 
tor 


ed food 


Costing were opened 
public inspection at the Methodist Hos- 
pital Dr 
Marshall, hospital director, announced 
The 


make the food service department mod- 


here recently, Chester ( 


new facilities were designed to 
ern and adequate to serve an institu- 
540 Dr. Marshall 


includes a_ freezing 


tion of beds, said 
The 
room for garbage, electrically heated 
modern cookers 


installation 


food wagons, steam 
and sectional ovens, and mechanical air 
Marion P. Randall, 


dietitian, explained to visitors 


circulation, chief 
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SUTPRERESEARCH TO ESTABLISH A FINE BALANCE 


Mery 
‘3 














Structurally Adequate 


Until the connective tissues are capable 
of taking over on their own, CURITY Cat- 
gut Sutures will be found adequate in 
bridging the gap. It is during this “‘gap” 
period—most marked about the tenth 
day after surgery—that curITY Sutures 
perform so ably . . . so effectively! 
This predictability of absorption and 
high tensile strength characteristic of 


CURITY Sutures, together with their other 
“built-in” qualities, can’t help but be of 
significant interest to you—to every 
surgeon. 


Thus, in determining your choice of 
suture material, why not be guided 
by the fine record of performance for 
which curity Catgut has become 
recognized... 


Balanced Quality to assure proper suture function 


@ adequate tensile strength 


@ ideal pliability 


@ gauge uniformity 


@ ideal strand surfacing 
@ absolute sterility 


@ minimal irritation 


dependable absorption through uniform and total chromicization 





ORDER THROUGH YOUR DEALER 


Curity Suture Loborotories 


oo TeAUER ER SLACK) | 


Division of The Kendall Company, Chicago 16 
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NEWS... 


Chicago Course for 
Practical Nurses 
Enthusiastically Received 
CHK 
the practical nursing course offered by 


AGO.—Enthusiastic response to 
the public schools in cooperation with 
assures continuation of 
Mrs. Frank P. Hixon, 
resident of the Chicago Council on 
Nursing 1 


said 
was introduced 


hospitals here 


the program, 


I 
Community last month 


The first course 


in Sep 


SAVORED 
ce 








cor? 


el 


it 
el new yor*® 


ROY: 


103 


YEARS 


tember and a second course will com 


mence in January, she said 


Announcement that the course 
would be given produced enough stu 
dents to swamp our present facilities, 
Mrs The 


group will complete its classroom train 


Hixon reported present 


ing in January and will move on to 


practical bedside training in the co 


operating hospitals. It would seem that 


there are many women in the Chicago 


yecause It 


reedom of motion is guaran- 
teed in this surgeon's gown, 
a long-time favorite of the 
doctor—as an adminstrator 
orasanindividual wearer. 
Trim in appearance, 
wholly practical, and 
long-wearing. 
Gloves. fit. well over 
the stockinette éuffs. 
Belt and Yoke are 
re-inforced. 
NVA 
MEDIUM 
40-42 
LARGE 


No. 339 


eel free, please, to in- 
quire about Surgeon's 
Gown No. 339 or any 
other hospital apparel. 


OF LEADERSHIP 


area who would like to become nurses 
but cannot take the three years neces- 
For such 
women, this ten-month course offers not 
only work of a type they prefer, but 


sary for full-scale training 


also assurance of continuing employ 


ment, since it will be years before the 
shortage of trained nurses can be eftec- 
tively overcome 


The council on community nursing 
is sponsoring the training course joint 
ly with the board of education, it was 


explained 


Eastman Gives $1,250,000 
to Rochester Hospital Fund 

ROCHESTER, N.Y 
$1,250,000 by rhe 


A subscription of 
Kodak 


Company, described as the largest ever 


Eastman 


made by a corporation to a_ hospital 


capital fund, was announced last month 
by Thomas J]. Hargrave, the company's 
president, at a citizens’ Committee mect 
ing marking the opening of a $6,940 
OOO federated financing program for the 


six voluntary hospitals here. Other con 


tributions received in advance of the 


formal opening of the fund-raising 


movement made it possible for the 


Rochester Hospital Fund to start with 
$1,726,675, or 25 per cent of the 


amount it will seek by the end of 


1949, it was announced 


Corporations, in a sense, are citi 


zens,’ Mr. Hargrave stated. “In an un 


lertaking of this character, enlightened 


businesses recognize that they have 


responsibility to the community as a 


whole, and particularly to the people 
who work in their organizations 


The 


Genesee, Highland 


six participating hospitals are 
Rochester General, 
St. Mary's, Strong Memorial and a new 
hospital on the north side of Rochester 
and be 


Park 


and 


which will have a jay board 


staffed by the present doctors of 
Hospital. Will 
New York 


are fund-raising counsel 


Avenue Folsom 


and Boston 


for 


Smith, Inc. of 


the pro 


tram 


Doctors Staff Ambulances 
New YORK The 


of staffing city hospital ambulances with 


pre War prac tice 
attendants 
follow 

ambulance 


doctors instead of first aid 


was reinstated here last month 


ing an incident in which an 
incorrectely 


woman patient dead 


attendant pronounced a 
Hospitals attected 
by the change are Bellevue, Ciry, 


Kings 


Harlem and Morrisania, it was reported 


Metropolitan County, Queens, 
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Penicillin Protection by the Calendar 


when 
you 
USE 


Flo-Cillin "96" 


Bristol Laboratories Trademark For 


CRYSTALLINE PROCAINE PENICILLIN G IN OIL 
(300,000 units per cc.) 


With Aluminum Monostearate, 2% 
This remarkable development in repository penicillin therapy ends the need for daily injections. 
A single injection of 1 cc. produces therapeutic blood 
levels lasting 96 hours (4 days) in 90% of patients. A 
single injection every other day is considered adequate 
for most clinical purposes. Exceptionally severe con- 


ditions may require more frequent dosage. Bristol 


LABORATORIES INC 
SYRACUSE, NEW YORK 


Constantly Fluid - Requires No Prolonged Shaking - Will Not Clog the Needle 


BRANCH WAREHOUSES and ORDER DEPOTS 
549-559 East Illinois St., Chicago 11, Illinois 66 Mangum St., N. W., Atlanta 3, Georgia 





625 Folsom St., San Francisco, California 





Vol. 72, No. I, January 1949 157 








100 YEARS 


of progress ona 
basic discovery 


Popularly cal- 
led carbolic 
acid, phenol is 
a powerful caus- 
tC Poison with 
disinfecting 
qualities. It is 
toxic and has 
the character- 
istic phenolic 
odor 








Derive’ 
phenol, 


less 


7 1 
]. First PHENOL | 


On 


rom 
cresol 


caustic 


ARO-BROM:: 


The Modern, Non-Specific 


GERMICIDE,, 


Odorless, non-cor- 
rosive and non 
toxic, ARO-BROM 
G.S. is completely 
safe in use. De- 
rived from cresol 
by molecular syn- 
thesis, ARO- 
BROM is non-spe- 
and has excel 
lent penetration 
characteristics 
W ide-spread use in 
the nation’s hos- 
pitals proves its 
ettectiveness 
economy 


cihe 


ind 


ARO-BROM 


~) 
a 


° 
8 8. 
°. 


° 

° 
°. 
° 


repre- 


sents no radical departure trom 
the accepted principles of dis- 


NEWS... 


Launch Campaign for 
$2,000,000 Expansion Fund 
SUMMIT, N_] \ 


$2,000,000 to 


Campaign CO Praise 


modernize and enlarge 


Overlook Hospital here 


i pledge ot $200,000 


vot under Way 
in November wit! 
by doctors on the he spita Stat! ana 

trom the Cuba 
ical Company, Ridley Watts 
building fund = cha 
The 


opening the 


ionation of M OOD 


Pharmaceut 


irman announced 


yifts were announced at meeting 


fund raising drive 
The expansion is planned to double 


bed capacity of the present hospital 


modernize many of tts 


Mr. Watts said 


hospital is planned to provide 287 beds 


building and t 


SETVICES The enlarged 


and torty-two bassinets and was deem 


necessary following a survey made by 


hospital Consultants, he ded 


Principal speaker at the fund raising 
as Dr. Robin 


C. Buerki, vice 


ot Pennsyl 


Recommends Change in 
Surgical Dressing Sizes 
WASHINGTON, D4 The 


mimittee in cl 


—as\ 
\ e¢ PAlt? | 
\ 


| Keduce the 
HIDDEN COSTS 


FLOOR 
MAINTENANCE 


REDUCE PERSONNEL TURNOVER: 
Continual hiring, training and rehiring of 
maintenance workers is costly. You can 
help reduce this waste with a HILD Floor 
Machine 
and self-propelled action enable it to do 


This machine's precision balance 


the job faster and easier. This lightens 
every routine maintenance job. Helps keep 
employees satisfied. 


REDUCE FLOOR DEPRECIATION: 

The HILD Floor Machine prevents 
needless wear caused by incomplete main- 
tenance. The 
changeable attachments to do the complete 
job. It will scrub, wax, polish, buff, sand, 


machine has easily inter- 


steel-wool, or grind. 


PREVENT ADVERSE IMPRESSION: 
Bright, clean, lustrous floors make an excel- 
lent impression on the public. The HILD 
Machine's effortless handling encourages 
frequent, ¢ omplete maintenance ... enables 
you to keep floors always in the peak of 
. reduces the “hidden costs’ 
resulting from loss of prestige. 


condition 


infectants long in use. Write 


for complete details 


ARO-BROM G.S. és made by the 

makers of SOFTASILK 571 SURGICAL 

SOAP... another product of the mbination ivrams are 
research laboratories of a ee ey ae 


s explained 


NANI | 
one 
included =F 
WRITE FOR 
FREE 
CIRCULAR 


1 revision Consists 


The GERSON-ST 


LISBON ROAD - CLEVELAND, OnIO 


HILD FLOOR MACHINE CO. 


1313 W. Randolph St., Dept. MH-1, Ceteone 7, ti 
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ae Look at 


those MUSCLES! 


There’s power!’ There’s a major reason for Norton's smooth, 
unhurried, but unhesitating action in spite of difficult latch or 
gusty draft. NORTON’S premium steel Rack and Pinion is cut 
to .0005 tolerance, and finished smooth as silk to provide that 
characteristic Norton velvet action. A Norton adjusts instantly 
for speed, on light or heavy doors. It’s quick, it’s quiet, and easy 


wane 
to install for long silent years of secvice. 2 Up 5 
7 ¢ 

F 


Meets Federal Sr fications F.F.-H 12la “TEE? 


; > 


M\ § ft = — 
y\\ Ca 

NORTOL FLUID §% LEAKPROOF SHAFT 6 TYPES OF 
Non-gumming a ner € HOLDER-ARMS To 
and non-freez c u F date any size 
ng. Yet lubri- @ M 5 ne 


Voi 
NEW FINE RACK AND PINION 7 BRACKET STYLES 
METAL SHELL 


accommo 


SP Liga ROMS 


cates every 
part. Originot 
ed by Norton 





door condition 


‘ é | ~ ‘ 
a { 
s * 
A new model from the oldest 
and longest line of door closers! 


Deviation 6 Tomas 
DOOR CLOSER CO. ag Rea nos a 


2900 N. Western Avenue, Chicage 18, Ilineis 
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NEWS... 


Morristown Hospital Expands 
Cancer Detection Service 
Morristown, N.J.—Recent expan 
the service at Morris 
Memorial 


sion of tumor 


town Hospital here is an 


effective the the 


Morris County Chapter of the American 


unit in program of 


Cancer Society, hospital officials an 


nounced last month. Doctors at Morris 
town Memorial pioneered in the field of 
cancer detection and treatment by band 
a special group ten 


This 


ing together in 


years ago, it was explained was 


one of the first organizations of its kind 
in New Jersey. By 1947 
Memorial Hospital reported that more 
500 had 
treated by a special group of doctors 
From fifty to sixty cases were being 
number de 


Morristown 


than cases of cancer been 


treated annually and the 


tected was on the increase. 

When it was found that the doctors 
needed more and better weapons to 
push forward in their campaign, it was 
determined that space for the necessary 
provided by re 


equipment could be 


Give your Hospital 
the benefit of 


¢? , ‘ , a 
& mam Kewaunee’s Experience in equipping 
some of America’s finest Hospitals 


For more than 40 years Kewaunee 
Engineers have worked closely with 
leading Hospital Laboratory techni- 
cians. From them have come many of 
the practical ideas which give in- 
creased efficiency and greater work- 
ing convenience. That's one reason 
most of America's finest Hospitals 
are Kewaunee equipped. Why not 
give your Hospital the benefit of this 
experience? Kewaunee construction 
is true custom quality—mass pro- 
duced to give you exactly what you 


want, at a price you can afford. 

New, heavier metal construction 
includes door and drawer suspensions 
stronger than ever. Flush interiors 


Representatives in Principal Cities 


mean cleaning. All metal is 
Bonderized for protection 
rust and corrosion. KemROCK work- 
ing surfaces are impervious to acids, 
alkalies, solvents ... ruggedly resist 


fracturing under physical shock. 


easy 
against 


See for yourself how functional, 
sensibly-priced Kewaunee Hospital 
Furniture fits into your Hospital. Write 
today for free catalog or consult our 
Hospital Engineering Staff. No obli- 
gation. 


Address: HOSPITAL DIVISION 


C. G. Campbell, Presideat 
5023 S. Center St., Adrian, Michigan 





modeling one of the hospital buildings 
The local chapter of the American Can- 
cer Society then went to the community 
in a well organized campaign and ob 
tained the funds, it 


p« ted. 


necessary was re 

The expanded service continues to be 
primarily for patients unable to pay for 
cost of their care, the hospital report 
said. Staff doctors give their time and 


services without any Compensation 
whatsoever, and the hospital makes a 
moderate charge for supplies and other 


necessary expenses, it was explained 


Recruitment for Polio 
Nursing Reaches 1478 


WASHINGTON, DC 
nurses by the American Red Cross for 


Recruitment of 


duty in 1948 poliomyelitis outbreaks to 
supplement local nursing staffs reached 
1478 in November, Ann Magnussen, na 
tional deputy administrator of Red Cross 
Ot 
assigned in 


Nursing Services, announced the 


626 were 


the 


total, nurses 


for most 
The 
167 nurses, served in Pacific area 
Calitornia. Of 
remainder, 288 were assigned in mid- 
New 


England states, and sixty-nine in middle 


southeastern states, part 


in the Carolinas next largest 
group, 
the 


states, principally 


western states, twenty-eight in 
eastern states, the report stated 
The response of the nursing protes- 
sion to the year's needs in caring for 
victims of the disease, and the sports- 
manship with which nurses have lived 
and worked on polio assignments, fre 
quently under emergency conditions, are 
1eflected daily in their letters reaching 
Red Cross headquarters from all parts of 


the country, Miss Magnussen said 


To Build Four-Story 
Addition to Power Plant 


BROOKLYN, N.Y A hospital will 
be built on top of a power plant when 
work starts on an addition to the Long 
Island College Hospital here, it was an 
nounced last month. Construction was 
scheduled to begin right away, the an 
nouncement said 

John Osborn Polak 
a four-story addition to the hos 


Included 


The Memorial 


will be 
pital’s power plant building 
in the addition will be an operating 
room suite, central sterile supply facili- 
ties and several patients’ wards, it was 


explained 
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T’S a fact! These beautiful new Weldwood superior door that you'll want for your next job. 
flush veneer doors are guaranteed agai ro , 
€ guaranteed against Write or contact our nearest branch for full 


swelling and sticking in the r Tae . . : , ; 
& the summer > information on this new Weldwood Flush Veneer 


shrinking and rattling in the w . . 
5 5 the winter. Door. Also ask about the amazing new Weldwood 
Combine that feature with light weight and the Fire Door which carries the Underwriters’ label 


rich beauty of real wood...and you have a truly for Class B openings. 








ere | ONLY WELDWOOD DOORS GIVE YOU 
| mx THESE 5 UNIQUE ADVANTAGES 


1. PERMANENT HOT PLATE BONDING of veneers 
to core and banding with TEGO Film Waterproof Glue. 


VERMIN AND DECAY PROOF mineral core resists 


fungus, decay and termites for life of structure. 


INSULATING PROPERTIES are superior to double 
glazing, such as opening protected by storm door 
when door is installed in an exterior Opening with 


weather stripping. 


EXCELLENT VAPOR BARRIER assured by TEGO 


Film Phenolic Glue bond between core and veneer 


INCOMBUSTIBLE MINERAL CORE has a fibrous 
reinforcing with a nominal density of 20 lbs. per cubic 
foot. This material has a sturdiness which assures 


SIZES AND THICKNESS. M 
k proper performance under most severe conditions. 





UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N. Y. 


Distributing units in Baltimore, Boston, Brooklyn, Buftalo, Chicago U. S.-Mengel Plywoods. Inc., distributing units in Atlanta, Bir 
Cincinnau. Cleveland, Detroit, Fresno, High Point, Los Angeles mingham, Dallas, Houston, Jacksonville, Louisville, New Orleans 
Milwaukee, Newark, New York, Oakland, Philadelphia, Pittsburgh San Antonio, St. Louis. Tampa. In Canada: United States Plywood 


Portland, Ore., Richmond, Rochester, San Francisco, Seattle. Als« of Canada, Limited, Toront nd inquiries to nearest point 





NEWS... 


Contributions on Twenty-Five 750,000 fund for the expan- of Milton Hospital, Milton, Mass 
Hospital Campaigns Reach i ind modernization of the North reached $502,000 
Total of $22,275,338 yuntry Hospital, Glen Cove, N.Y A new torty-bed hospital, replacing 


, : , {a coral of $1,796,000 an outmoded structure, will ta 

New York.—Contributions totaling \ Mill ers " rompl 

: 7 : New | d °re 

$222 38 are reported by twenty-five Falls Hospital, Glens Falls Z oe j pipog Peon poset 
tained $1,105,000 in contribu- Was subscribed in a $400,000 program 

In Putnam, Conn., a $300,000 pr 
gram for the Day Kimball Hospital r: 

movements co finan I \ ‘ ae ‘ ; lend ie e > 
, sanpial $1.130.925 was contribur- Suited in « ibutions of $395,000 

The Gittord Memorial Hospital, Ran- 


lolph, Ve., sought $300,000 to increase 


hospitals which have recently completed 
tal fund programs or he & ts $850,000 capital improve 


nchester Memorial Hospital, 
\ which sought $850.000 


= . eee 
° its Capacity and received $307,162 


the building t 1 e for enlargemet 


} Sul > prog y 
d, as follows I 10,000 fund for the expansion a building progran 


planned shortly after the war and now 
expected to cost an additional $250,000 
the Northern Westchester Hospital, Mr 
Kisco, N.Y., raised $253,247 in a sec 
ond campaign. The first appeal in 1944 
resulted in a total of $660,000 





A $150,000 . project to expand the 
municipal hospital at Sidney, N.Y., and 
accommodate residents of neighboring 
communities resulted in a response of 
§$200.827 

Laconia Hospital, Laconia, N.H., go 

ing to the community a second time 

. and asking $200,000 to meet the in 

one sour creased costs of a building program 
p raised $215,807. In 1945 the public con 

all vO r bedding tributed $466,000 to the building fund 


Brightlook Hospital, St. Johnsbury 











- 
r quirements Ve. with a $200,000 enlargement pro 
gram, received contributions of $216,- 


S26 


Fourteen other building funds near 


MATTRESSES ing completion report their standing as 
FELT - HAIR - FOAM LATEX - INNER- tollows 


SPRING - BOX SPRING - CRIB SIZES - Greenwich Hospital, Greenwich, 
Conn., announces $3,350,000 toward its 


! 

a objective of $3,750,000 to build a com- 
pletely new unit to serve patients and 
f 

PILLOWS house diagnostic facilities 

DUCK FILLED - GOOSE FILLED - FIBER- York Hospital, York, Pa., launched 

GLASS TICKING the concluding stage of its $2,000,000 
fund for enlarged facilities and bed 


COVERS capacity with a total of $1,948,009 sub- 
BUNALYTE WATERPROOF - MATTRESS — - u . M 
TICK - SPECIAL SIZES ee ee ee 

Pa., announces contributions of $1,636,- 

PADS 9 toward a $2,500,000 goal tor en 


BASSINET - AMBULANCE - FOAM RUB- larged capacity, new scientific facilities 
and improved nurses’ quarters 


~ 
= Hartford Hospital, Hartford, Conn 


where a $5,000,000 building fund was 




















an 


oversubscribed in 1942 and 1943, 


2 Years Young” nounces $2,300,000 toward a $3,000,- 
ih 1) ook, ‘ _ 000 completion fund to finance the in- 

" MANUFACTURING CO. creased cost of its new main unit 
Manufacturing Beds, Bedding and Furniture At Lancaster, Pa., the Lancaster Gen 
Far acgtiete Saemaeneny eral Hospital has $1,110,000 toward the 
Buffalo ¢, New York cost of a $1,500,000 expansion project 
Elliot Hospital, Manchester, N.H 


which is seeking a fund of $1,350,000 
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The BIGGEST VALUE in VOLUMETRIC WARE! 





Corning does many things to give you the biggest value in volumetric ware. Made 
of PYREX brand glass No. 774, it’s tops in quality. This pays off in longer service life 
and in greater accuracy. 

In its chemical stability and resistance to thermal and physical shock, PYREX 
volumetric ware is outstanding. You can use it for so many different applications 
that it gives you greater working flexibility 

The design of this ware is also unique. PYREX brand cylinders are mad. with hex 
bases. They can’t roll. Some types are made with reinforced tops. This minimizes 
breakage from accidental tipping. Each piece is individually calibrated fc © accu- 
racy. This all adds up to bigger value 

And, PYREX volumetric ware is available with or without ‘Lifetime Red” gradua- 
tions. When you specify “Lifetime Red,’ you know that the graduations will be 
permanent and a/ways can be read. So when you order volumetric ware from your 
Corning Laboratory Supplier, specify PYREX brand and get extra value 





—> 


~< IN CORNING GLASS WORKS ¢ “ORNING, fl. Y. 


LABORATORY GLASSWARE 





Stocked By Leading Laboratory Supply Houses 


TECHNICAL PRODUCTS DIVISION. LABORATORY GLASSWARE + GLASS COMP 
GLASS PIPE » GAUGE GLASSES + LIGHTINGWARE - SIGNALWARE + OPTICAL 
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NEWS... 


new > 0.000 OSpit { 
the campus of C Iby College 
Waterville. Me. has 


received suDscriptions of $55 


Chester County Hospital, West Che 


yer Hospital 


Pa., reports contributions of $7 


ts $1.250.000 buildin 


the new Eastern Memorial H 
Me., to be builr art 


estimated cost of $400,000, subscriptions 


000 fund Ellswortt 


for the en- pital, 
t Middlesex Hospital, Mid 


$32 6 has been sub- amounting to $221,130 have been re 


ceived 





In Your Oxygen Tents— 
Insist on: EASY OPERATION! 


GENERAL AUTOMATIC 
Electrically-Cooled Oxygen Tent 


OPERATES WITH 
THE-FLICK-OF-A-SWITCH 
AND THE-TURN-OF-A-DIAL 
Plug any regular electrical outlet 
on a starter switch set a es 
temperature dial to the exact degree of afe 
ander-the-canopy temperature Se aee on dcaekal 
that’s all there is to operating the 
Automatic 


in at 
flick 


mpile te perate—w 
sparkless merc 
desired— epee 
Gen- Humidity 
45°, and 50° 

No-Draft circulation equa 
ture everywhere under tre 


uniformly maintained between 
erdai 
zing tempera 
sNOpy 


It’s simplicity itself! You get within-a- 
legree temperature control, uniformly Ne 
maintained humidity—automatically. I 

Pin-type 


time and labor saver for busy 
hot Bg 


nurses and orderlies NOE 
HOSPITAL SUPPLY SERVICE, INC. 


y defrosting 
t’s Convenient spigot for dra 
ture (a p or two daily 


, ¢ 
i great anopy suspension for long 


Write for a For 
efficient, dependable oxygen tent therapy 


install General Automatics. $675.00 f.o.b 
New York for D.C. model 


descriptive folder 


slightly more 


We nvite 


nquiries 


concerning the Blanchard 
Plastic f 


Excellent fc 


versatile artificia 


Portable Resp rator emer 


256 W. 69th St., New York 23 
3357 W. Sth Ave., Chicago 24 


transportation. A 


+ to supplement tank-type fa ties 





enlarge 
Me 


, has 


$450,000 tund for the 
nent of Wundhan mmunity 
norial Hospital, Willimantic, Conn 
reached $257,076 
The 
Memorial 
N.Y.., is 


S09 reported 


The 


the new Plac- 
Lake Placid 


n with $540 


$350,000 fund tor 
Hosp tal 

nearing completi 
Fund-raising retained for 
these twenty-five hospital hnancing pro}j- 
ects was Will, Folsom and Smith, In 


of New York and Boston 


Rezoning Permits Building 
of Baptist Hospital in K.C. 
KANSAS City, Mo.—The City Coun- 
cil has approved rezoning ordinance 
to permit construction of the new Bap 
tist Memorial Hospital on an 18 acre 


Rockhill Road 


hospital trustees have announced 


site at OSth Street and 
here 
The 
tor 


council action leaves the way Clear 


trustees to complete contemplated 


+ 


contracts for purchase f the entire site 


was explained 
following the 


As soon as possiDie 


acquisition of full ute, preliminary 


grading will be undertaken in prepara 
the trustees said 


tion for Construction 


Ample room is provided for protection 
f the well 
as possible later building expansion and 


hospital environment, as 


ff-the-street parking facilities, the an 


} 
Said 


nouncement 
A tund of approximately $750,000 


contriburic ns ana pledges has been 


stained toward the cost of construc 


Hospital Will Install 
2,000,000 Volt X-Ray Unit 
New YORK—One ot 
most powerful x-ray machines will be 
the Hospital for Joint Dis 
hospital officials announced 
The 
been ordered as 
program 
search which will cost at le: 
Developed by the General Electric re 
will be 


the world’s 
installed in 
eases here 
recently 2 000.000) vole 
part of 
cancer treatment and re 
ist $300,000 


init has 
an expanded 
tor 


search laboratory, the machine 


the first of its type world, the 


in tne 
hospital announcement said 
Funds for the machine 


and the special 


building to house it are being raised by 
the Lila Motley League for Cancer Re 
search. The hospital is procuring the 
remainder of the money required for the 
Dr. J. J { 


Golub, medical dire 
extent of the 


program 
tor, said the program 
would be determined by the amount of 


money raised 
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Renal protection, so urgently needed in 
sulfonamide therapy, is ensured two ways 
by Citrasulfas* M... 


Tit protectively contains two 
independently soluble sulfa drugs 


(sulfadiazine and sulfamerazine) 


and also 


2 protectively contains sodium 


citrate to increase urinary 


sulfonamide solubility 


—a double guard against crystalluria. 


*Trode Mork Reg. U.S. Pot. OF 
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NEWS... 


V.A. to Build 

New YorK.—A 1000 bed general 
medical and surgical hospital is planned 
Administration for 
East Side of New 
York City, David P. Page, state deputy 
V.A. administrator 


by the Veterans 


construction on the 


announced last 
month. Residence and business proper 
ties now occupying the projected hos 
pital site at 23d Street and First Ave 
nue are being notified of V.A. plans 
looking toward their removal for site 


clearance by the summer of 1950 





ABOUT PEOPLE 


Continued From Page 78 





sen 


s, who has been 


kosh, Wis 


Sister 


Su 
St 


ber 


former Superior, has been transferred to 


Mt 


Edwina has been 


verior of St 


since 1914 


Joseph's Hospital, Mishawaka, Ind. 


How to 
SHARPEN HYPODERMIC NEEDLES 


REGULAR POINT 





x 


nward fish hook on Regular Point 


4 


—s 








> B-D 





2 


HUBER POINT 


ree 


ving inward fish hook on Huber Point 


id 


we 


Free Needle Sharpening Chart, available upon request. Ask for B-D Chart No. 33-A 





Made for the Prof. ssion 


Becron, Dickinson & Co., RUTHERFORD, N. J. 


@ For complete listing of B-D PRODUCTS 


refer to section “ 


Hospital Purchasing File. 


assigned to Osh 


selectec 
Mary's Hospital at East 
Louis, Ill. She has been a stath mem 
Sister M. Prosperia, the 





Department Heads 


Dr. Stanley Gibson retired January | 
as chief of staff of Children’s Memorial 
Hospital, Chicago, but will continue on 
the hospital's medical staff as consulting 
cardiologist. Dr. John A. Bigler has re 
placed Dr. Gibson as chief of staff. 


Mrs. Frederick Engelken has been ap 
pointed housekeeper, Nassau Hospital, 
Mineola, N.Y. Mrs. Engelken was for 
merly assistant housekeeper, Roosevelt 
Hospital, New York. 

Ellen C. Thomsen has been appointed 
Passavant Me 
Miss Thom 


sen was graduated from the University 


director of dietetics at 


morial Hospital, Chicago. 


ot Illinots and served her internship in 
hospital dietetics at the University of 
Michigan Arbor. She 
has been a member of the dietary de 
partment of St. Luke’s Hospital, Chi 


Hospital, \nn 


cago, and was nutrition consultant at 


the Eastman Kodak Company 

Esta H. McNett, R.N., has been 
named director of nursing at Mount 
Miss McNett 
chiet of the 


Sinai Hospital, Cleveland 
has resigned the post ol 
Administration — tuberculosis 


in Washington, D. 


Veterans 
nursing section 
Almeda M. King who has served as 
issistant chief of the section will be 


ome acting chief on January 15 


Miscellaneous 


Dr. Norman H. Topping, associate 
National 


Health, has been appointed assistant sur 


of the Institutes ot 


reon general of the Public Health Serv 


ice, Federal Security Agency 


Edna K. Huffman, 
‘Manual for Medical 
] 


ins” and director of the 


author of the 
Records Librart 
program in 


North 


western University, has announced het 


medical record library science, 
intention of offering her services as a 
Hutt 
man is past president of the American 
Medical I 


Record Librar 
editor of the associa 


medical record consultant. Mrs 


\ssociation o 


1ans and former 


tion journal 


Deaths : 


Dr. John D. Lyttle, medical director 
ot Childrens Hospital Society, Los An 
geles, died of a heart attack on Novem 
ber 26 

Mary E. Surbray, R.N.. director of the 


Hospital and Personnel Bu 


Interstate 
reau, Cleveland, died December 18 after 


! il months 
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@ U.S.P. Graded 00000 to 2 
@ Uniform Size 


@ Uniform Strength— 
double that of “store”’ cotton. 


@ Light Blue Color—non-toxic to tissue—the color 
approved by the Food and Drug Administration. 


y ways, Gudebrod’s New Hand-Craft is the 


1ys wanted —i 2 pre 
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Also makers of Champion-Paré 
Serum-Proof Silk, and other Champion sutures 














The Bookshelf 


NURSING PRO- 


on lhe 


A PROGRAM FOR 
FESSION. By the 


THE 
Committee 
Function of Nursing. Cloth. Pp. 108 
New York: The MacMillan Com 
1948 
Here, indeed, is a worthy companion 
Brown's history-mak- 
Mc 
Manus, director, division of nursing edu 
cation, Teachers College, Columbia Uni- 


pany 


of Esther Lucile 


ing report on nursing. R. Louise 


versity, is to be congratulated for her 
foresight in getting this committee to 


Styled for 


gether and for initiating the conterences 
and studies which resulted in this splen 
did book. The pace of the book is well 
established by the following quotation 
in the foreword: “The leaders of the 
nursing profession were faced with a 
serious dilemma. Since the days of Flor- 
ence Nightingale, they had insisted that 
nurses, and alone, must deter- 
mine how to discharge their responsi 


Although every pro- 


nurses 


bilities to society 
fession has the ultimate responsibility 


ye MODERN tadtes 


al 


and Built to Last a Lifetime! 


@ There's more to Inland’s new room ensembles than beauty 
of design, comfort and attractive colors. Inland furniture is 


distinctively MODERN . 


styled for modern tastes and 


built of durable steel to provide extra years of trouble-free 
service. The new H-1 group shown above is pleasing and 
cheerful to patients and visitors alike. Available in a wide 
variety of colors, rich wood finishes and attractive color com- 
binations. Can be purchased as a room ensemble, or pieces may 
be purchased individually. One look at Inland’s new hos- 
pital furniture, and you will understand why it is known as 
the furniture with the “Home Atmosphere” feeling. If you 
do not already have a copy of Inland’s H-D Catalog, write for 


a copy today. 


Before You Buy Hospital Furniture 
Get the Facts on the Inland Line 


INLAND 


3921 SOUTH MICHIGAN AVENUE °« 


168 


BED COMPANY 


Manufacturers 


CHICAGO 15. ILLINOIS 


and autonomy for determining its own 
role, the leadership in nursing was be- 
coming increasingly aware that many 
problems with which they had to grap- 
ple were only in part professional and 
not subject to assessment and solution 
by nurses alone. Because many crucial 
issues had major ramifications in medi- 
cine, government, education, administra- 
tion and economics, it seemed wise to 
elicit the assistance of experts in these 
other fields. 

The same foreword also gives credit 
to several persons who “helped to 
sharpen the committee's appreciation of 
the problems precipitated by the in 
creasing tendency toward division of 
nursing functions among several groups 
of personnel 

Chapter | outlines briefly and clear 
ly the history ,of how hospital schools 
arrived at their present point, stating at 
one place: “From financial point of 
view, the hospitals feared to release their 
hold they 


desired to benefit by the ‘free’ services 


over student nurses since 
the 
were providing.” This 
the lack of 
proper financial backing by the general 


diffi- 


which these trainees—successors t¢ 
religious Sisters 
chapter points out that 


public has put hospitals in a 


cult position which results in an equally 
dithcult 
members of the hospital team 


position for nurses and other 


Chapter is an excellent exposition 
of the problems revolving around nurs 
ing requirements and recruitment. The 
committee points out that estimates have 
been far too high on the requirements 
for professional or registered nurses be- 
cause they have not given proper allow- 
ance to the substitution of practical 
nurses to do the many jobs now being 
done by registered nurses. The discus- 
sion in this chapter on private duty 
nursing is interesting. | wish that the 
committee had pointed out the great 
financial problem faced by voluntary 
hospitals in providing constant nursing 
attention to the more critically ill of the 
medically indigent patients. Doctors, 
patients, relatives and welfare officials 
expect hospitals to give indigents the 
care required to restore health, but no 
one pays enough attention to just where 
the hospital will get the funds for these 
Services. 

The report points out that the with- 
drawal rates of student nurses are con- 
siderably lower in schools of nursing 
that offer superior conditions of instruc- 


tion and living arrangements, and em- 
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avoids price-buying penalties 


When applied to a fine precision instrument, “quality” im- 
plies the use of the best basic materials, workmanship of 
unsurpassed skill, and superior methods and facilities essen- 
tial to quality production. 

Obviously, a superior quality instrument costs more to 
produce ... and such quality logically justifies a nominally 
greater selling price by virtue of the longer and more satis- 


factory service assured. 


yf 


RIB-BACK BLADES 


afford an excellent example as they are built up to a quality 


—not down to a price. Although their initial cost is slightly 
more per dozen, acost analysis overa given period will often 
reveal that their comparative cost is actually less per indi- 
vidual blade. 

The buyer is assured of 12 perfect blades in every dozen 
Rib-Backs purchased. Their superior cutting efficiency and 
longer periods of satisfactory utilization are factors that 
reduce blade consumption to an economic minimum. As 
many quality-conscious hospitals already know, Rib-Back 
quality avoids price-buying penalties. 


Ask your dealer 
BARD-PARKER COMPANY, INC. 


Danbury, Connecticut 


Ugg tant UI 
| 
A BARD=-PA an 


For detailed information see our Catalog in 1948-1949 HOSPITAL PURCHASING FILE 
Vol. 72, No. 1, January 1949 














| 
| 
| 


phasizes that students can be saved for 
nursing by improvements in nursing 
schools. The committee wisely points 
out that “An expanded scholarship pro- 
gram supported by public as well as 
private funds. would be essential. It 
would be desirable to secure the widest 
possible geographic distribution of 
schools — without sacrificing quality — 
sO as to gain the advantages of propin- 
quity to the homes of the nursing stu- 
dents 
This 


question of regional planning for nurs 


statment then brings up the 


ing service needs and education. The 


possibility of developing the entire nurs- 
ing education system of the country on 
a regional basis deserves careful study. 

Following are two quotations of 
There are good 
reasons to believe that recruiting efforts 


special significance 


directed at the Negro population would 
prove especially rewarding.” “The prin- 
ciples of adult education are only now 
being applied to staff education pro- 
grams, and not very generally at that 
Few reforms would do as much to 
stabilize nursing services and improve 
recruitment as would additional efforts 


to treat staff nursgs as adults capable of 


Batter for Nurse — 


e The extra slant of the head of this special Emerson Res- 


pirator permits full care of tracheotomies. 


The Plastic Dome, which “breathes” for the patient while 


the respirator is opened, makes hot packing and all nurs- 


ing care easy, unhurried, and safe. 


An Emerson Hot Pack Apparatus will heat-and-spin-dry 


your packs, at the bedside, in two minutes! 


May we send you further information? 


Originators and Leaders in Respirator Design Since 1931 


s. &. 


22 Cottage Park Avenue 


EMERSON CO. 


Cambridge 40, Massachusetts 


participating in planning the work of 
the nursing team.” 

Chapter 3 under the title “Specializa- 
tion of Functions” gives a wonderfully 
clear picture of the great possibility in 
using practical nurses instead of profes- 
sional or registered nurses for a large 
proportion of nursing duties. An ex- 
ample of the committee's thinking is 
well illustrated in the following quota- 
tion: “If the nurse is responsible for 
administering medicine to the patient, 
it does not follow that she must herself 
Such are 
the tasks that can be put beyond the 
pale of nursing.” 

The the ulti- 
mate disappearance of the present-day 
registered nurse with only two groups 
remaining, namely, the professional 
nurse (four year combined college or 


obtain it from the pharmacy 


committee visualizes 


university and hospital program lead- 
ing to Bachelor of Science degree) and 
the practical nurse 
months 
mittee 


(nine to twelve 
The com- 
emphasized the 


fact that only by scientific job analysis 


training program ) 
should have 
plus time studies can we determine with 


any reasonable success how many of 
what kinds of nursing personnel are 
needed. I believe that a third category, 
(on-the-job 


training) will play an important part 


namely, the nurse's aid 


in nursing of the future. Surely, any 
one individual patient will need at dif 
ferent stages of his illness and hospital 
stay a professional nurse, a_ practical 


nurse, and a nurse's aid. It would also 
seem that the nursing unit clerk and 
the orderly will be regular members of 
the hospital nursing setup 

Discussion on the need for four year 
integrated college and university-hos- 
pital nurse education programs is well 
handled in Chapter 4 on “Education 
Several Zor rd schools have dem« mstrated 
the possibility of doing a thorough job 
leading to Bachelor of Science in Nurs 
ing degree in a four year program 
This t urges, as does the nou 

us Brown report, the rapid torma 
f sound practical nurse training 


ram 


Chapter 5 contributes some excellent 
liscussion on the relations between 
registered or professional and practical 
nurses and nurses and doctors The fol- 
lowing quotation is significant 


the doctor will have to accept the pr 


Just as 
fessional nurse as his assistant in ther- 
py, the professional nurse will have to 
ccept the practical nurse as her assist 
ant in nursing care 

The ratio of two practical nurses to 


one professional nurse developed by the 
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PRODUCTION SUPPLY 


With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC- 
TION SUPPLY—a vital, central- 
ized service embracing facilities for 
processing requirements independ- 


ent of outside sources of supply. 


FENWAL EQUIPMENT 

not only offers unprecedented safety and economy in the preparation, steril- 
ization, storage and administration of Sterile Solutions . . . a major part of 
its component elements are actually essential to the blood bank facility 


as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 
difficult than that of colletting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 


space is required. 


Heacouarters FOR SCHEMTIFIC 
GLASS BLO 

AMO CLINICAL 

PARATUS REAGENT CH 


ORDER TODAY or write for further information 
MACALASTER BICKNELL COMPANY 
243 Broadway Cambridge 39, Massachusetts 
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committee is worthy of serious thought 
by all hospital administrators and others 
concerned with nursing care of the pa 
tients in our hospitals 

Chapter 6 under the heading “Career 
Incentives quotes Staff nursing salaries 


1946. I think 


pointed 


only up to that the re 


port should have out that the 


$172 per 
ro $190 to $200 as of December 


month average in 1946 has 
risen 
1948. Of particular significance in this 
chapter is the discussion on the need for 
graduated salaey increases so that really 
capable bedside and clinical nurses can 
with 


advance in economic opportunity 


Roll Film Viewer 


Stereo Film Viewer 


out leaving bedside nursing to go into 
idministration 
The last chapter giving “Findings and 


Recommendations” can best be sum 


marized by the following quotations 
trom the most significant of the torty- 
five items listed in this chapter 


Much of 
and health care has been met by volun 


the demand for medical 
tary hospitals which relied in the past 
on cheap labor to reduce their costs and 
on gifts and bequests to cover the defi 
cits they incurred. The apparent finan- 
cial weakness of voluntary hospitals has 


precluded adjustments in’ nurses’ pay 


Cut Film Viewer 


NG, 


WITH FULLY ADJUSTABLE V LicuTING 


vibrationless lighting that can be adjusted from dim to full intensity—instantly! 


Result? Clear, sharply-detined images in normally or dimly lighted rooms . 


< Strain... 

Fairchilk r 
continuously in either direction . . 
Fairchik 7Omm (¢ 


The vi f provide a wide 


. and studied with 1 


rectangular viewing area 


reduced 


increased accuracy in spotting ‘suspicious’ negatives. 
70mm Roll Film Viewer permits a 450 exposure roll to be scanned 


) magnification 


Film Viewer handles 6-1/2 x 2-11/16 inch negative 


It is not necessary 


tt 


r the negative. This makes reading easy, effortless 


pe 


limensional effect 


permits scanning of ster 


oscopic pairs —on roll or cut 


Selected optics and precision design providk 


Fairchild Aerial Cameras at 
FLUORO-RECORD R 
rapt Roll Film 


avatla 


ards 


AND INSTRUMENT CORPORATION 


wvycK 


BOULEVARD, 


JAMAICA 1, NEW 


and working hours adequate to meet 
competitive conditions 

Because of conservative Construction, 
personnel and administrative practices 
in hospitals, the available numbers of 
nursing personnel are utilized at con- 
siderably less than full efficiency. These 
practices are also detrimental to success 
ful recruitment of students.” 

Certain ameliorative measures would 
tend to improve recruitment prospects 
and otherwise narrow the gap between 
the demand for and the supply of nurs 
ing personnel. We recommend: greater 


efforts in the smaller communities of 
the nation; larger quotas for training 
Negro and male nurses; greater reliance 
on part-time employment of married 
nurses; more democratic administration 
of nursing schools and nursing services. 
Adoption of all these measures 
would probably nor eliminate the short 
age of nurses. Primary reliance must be 
placed on the more effective utilization 
of such nursing personnel as is avail 
ible 
Study of the tasks now performed by 
reveals that as 


a re gistered nurse 


much as 30 per cent of her time is 


usurped by housekeeping and clerical 
duties. These are important duties, 
which should, however, be performed 
by housekeeping and clerical personnel, 
The tasks 


ippropriately fall within the sphere of 


not by nurses which 
nursing care and nursing administration 
ire being performed increasingly with 
the assistance of practical nurses. By 
shifting the performance of some por 
tion of the nursing care to practical 


nurses, it 1S possible to reduce 


require- 
ments for professional nurses. This step 
is desirable not only as an emergency 
measure to ease the shortage, but also 
as a contribution to improving the basic 
structure responsible for providing nurs 
ing services 

Practical nurses should be formally 
trained in school, controlled by manda- 
tory licensure regulations, and utilized 
only under supervision of professional 
nurses The most effective means of 
utilizing practical nurses in conjunction 
with professional nurses was reviewed, 
but experience to date has been scanty 
General considerations suggest that the 
to combine 


most desirable method is 


the two groups into a nursing team 


headed and closely supervised by the 
professional nurse. In implementing this 
scheme, a high quality of supervision is 
essential 

Schools for professional nursing must 
the jurisdiction of 


be removed from 


hospitals and affiliated with universities 
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OXYGEN THERAPY + VISIONAIRE CANOPIES = 


PATIENT SATISFACTION 





MT. CARMEL 
OXYGEN TENT 


An easily assembled 
and efficient, newborn 
oxygen tent. The 
transparent, dispos 
able canopy permits 
the infant to be seen 
at all times. The oxygen 
flow is evenly distributed thru a perforated tube 
Frame may be autoclaved and used repeatedly 


CONTINENTAL DELUXE 
“PERMANENT STYLE” CANOPIES 


Fabricated from the 
finest quality, heavy 
duty, double coated 
plasticized material. 
Large, clear, view win 
dow panels permit the 
observation of the pa 
tient. These units are 
available for all stand 
ard makes and models 
of oxygen tents. Give 
make and model when 
ordering. 





Use of Visionaire Canopies permits the patient to 
become a part of the room, with full vision and 
ready observation by attendants. 


Visionaire Canopies are made from a fully trans- 
parent, strong, plastic material that is odorless, 
non-combustible, resistant to oxygen penetra- 
tion. The initial low cost of Visionaire Canopies 
justifies disposal after one-time use to prevent 
cross-infection. Not only that the material can 
then be washed or sterilized with any liquid 
germicide and used repeatedly for wet dressings, 
sheeting or similar applications. 


The new Visionaire Heavy-weight Canopies, de- 
signed for longer service, are now equipped with 
elastic fastening tabs to prevent tearing, and may 
be ordered with zipper or sleeve openings. We 
can ship from stock for any make oxygen appa- 
ratus. Give make, model, and type. 


CONTINENTAL HOSPITAL SERVICE, INC. 


18636 DETROIT AVENUE e e e CLEVELAND 7, OHIO 
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Unless she has a long memory, she 
probably doesn’t realize it but I 
owe a big debt to the head nurse in 
one of my hospitals. The story goes 
like this: 


One hot afternoon last summer 
I was demonstrating the Cutter Saf- 
tiflask set-up to her 
to strip off the metal Safticap, re- 


how easy it is 


move the vacuum-sealed inner liner, 
and attach our expendable infusion 
set. Then, over a coke, we fell to 
discussing other steps in I.V. tech 
nic—such as starting the infusion, 
checking the rate of flow, and mak- 
ing sure the needle stays in the vein. 


Wh I 
“Have 
ll these other steps we've jus 
ed about? I'd like to show then 


le rses. I'm sure Ill 


was leaving, she said: 


, 
jou any pictures ill istrating 


; 


‘lose-ups 


lk about them.” 


her all 


and 


be sure I gave 


photos In my Driet 


I wrote my 


ase 
brass hats 
ersation. 
and it 
till they’d wrapped up 
new I.V. strip- 


Lab about that conv 
pi ked up the ball, 


idea in a brand 


Man, that film’s a honey. The 
photos were all taken in one of the 
best, most modern hospitals. Every 
step in recommended IL.V. procedure 


is shown — from the moment the 
Saftiflask solution is removed from 
central supply to fill the 


order till the infusion is completed. 


doctor's 


Now, I've got 


CUTTER LABORATORIES + 


BERKELEY 10, CALIF. 


or colleges Avoidance of wastefully 
repetitive ward duty, disguised as clinical 
experience, should enable the student to 
complete the revised and enlarged pro- 
fessional nursing curriculum in four 
years.” 

The envisaged expansion of ‘facili- 
ties for training professional nurses is 
no easy undertaking. It will take time 
and considerable financial resources. In- 
creasing governmental subsidization of 
nursing education is probably indicated 
The precise technics to be employed will 
bear further study 

Expansion of facilities for training 
practical nurses is even more difficult, 
since so few schools are currently oper 
ating. In large measure, a system for 
educating practical nurses still has to be 
established We the 
introduction of practical nursing educa- 
tion into the adult and high school vo 
cational system 


recommend 


of the while 


making maximum use of the commu 


country, 


nity’s hospitals as clinical affiliates.” 

In light of the difficulties confronting 
the expansion of facilities for training 
professional and practical nurses, the 
place of the registered nurse will remain 
secure for some time. It is hoped that 
opportunities will be made available to 
many registered nurses to improve their 
educational qualifications so that they 
can become professional nurses 

During the period of transition, it 
will apparently still be necessary to train 
registered nurses. In light of the waste 
fulness of the present curriculum, many 
students of the problem agree that a 
two-year period is more than adequate 
tor the diploma program 

A sharp demarcation between the 
training and duties of the professional 
ind practical nurse as proposed in this 
report should contribute to the security 

group and promote mutual 

The appropriate overall ratio for the 
entire nursing Mission 1s still uncettain 


As a 


tentative guide for recruitment policy 


at this stage of experimentation 


only, we recommen, the ratio of one 


professional nurse to two practical 
nurses 


goal of 62 


1960 implies that 


Applying this ratio to the 
25,000 nursing personnel for 
as a first approxima 
n, it will be necessary to secure each 

ur 5,000 applicants for schools of 
professional nursing and 56,000 appli 
cants for schools of practical nursing 
To secure these numbers, nursing m 
oer least ] 


INCENTIVES equal to tho 


young men and women 
professions and < 


W. JONES 


TRANSCRIPT OF THE INSTITUTE ON 
HOSPITAL PLANNING. Conducted by 
the Council on Hospital Planning 
and Plant Operation of the Ameri- 
can Hospital Association with the 
cooperation of the Illinois Hospital 
Association and the Chicago Hospi- 
tal Council. Held at the Knickerbocker 
Hotel, Chicago, December 1947. Pp. 
247. 

Any group that is planning on a 
new hospital or an addition to an ex- 
isting institution just cannot afford not 
to obtain a copy of this transcript. The 
Council on Hospital Planning and 
Plant Operation of the American Hos- 
pital Association provided a topflight 
faculty of thoroughly able people to 
cover the wide variety of topics assigned 
to them 


POINT TO INTELLIGENT PLANNING 


The the Com- 
mission on Hospital Care and the splen- 
did work done to date by the Divi- 
sion of Hospital Facilities of the US. 
Public Health 
with Public 


and 


report of National 


Service in 
725, the Hospital 
Act, have 
pointed the way to intelligent hospital 


connection 
Law 
Survey Construction 
planning 

The given at the 
Hospital Planning Institute carry this 


lectures that were 
excellent work forward and should save 
many local groups from financial, plan- 
Such 
need for 


ning and professional pitfalls 


topics as determining the 
hospital beds, selecting the site, de- 
signing the hospital to meet the needs 
of its medical staff, allocation of area 
to various departments, cost of con 
struction, design of nursing units, dis- 
cussion by engineers of manufacturers 
of various mechanical facilities for the 
hospital, and many other topics of in- 
terest are thoroughly and competently 
covered 

The problems involved in the abil- 
ity of a finance 


community to con 


struction and, what is even 
ability to support the 


forcefully to 


more im 
portant, its 
hospital are called the 


attention of the readers 


If every architect, hospital admin 
istrator, hospital consultant and mem 
ber of building committees will not 
only read but also study this transcript 
future patients will receive a higher 
grade of hospital care and many doc 
tors, hospital administrators, nurses and 
other hospital employes and hospital 
trustees will have a happier and easier 
time in providing hospital care for the 
citizens of their community EVERETI 


W. JONES 
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“USA. 


Jor freedom 


FOU. Wart 


é and that means confidence 
in our way—the American way — 


the best way — of life. 


or freedom 
VOM tM ppuUsultes 


and that means confidence in U.S.1. pure 


alcohol U.S.P.... in its rigidly maintained—tested 
—high purity .. . in its top quality performance 


in all the many hospital uses for pure alcohol. 


vu. § INDUSTRIAL CHEMICALS, INC., 60 EAST 42ND STREET, NEW YORK 1 


U.S.1. PURE ALCOHOL usp. 
For lt the M Veddtcedl Sieg ced 
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Occupancy Decline Continued in November 
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ecupancy tor the month of Ne was 2.4 per cent below the figure for hospital construction for the year totaled 
at slightly lower fig- November 1947 and 6.2 per cent be- $716,799,887, 

low 1946. In governmental hospitals, oc- 
ighout the fall months in recent cupancy in November was 7 


capacity for d 


or 56 per cent more 
than in the same months of 1947. For 
7.8 percent the latest period this year, 42 projects 
own 0.5 per cent from October were reported costing a total of $20,- 
Through the first part of December, 249,118 


s. At 78 per cent of 


governmental hospitals, occupancy 











A Lifetime Investment in Sanitation 


with Uninterrupted Service at Lowest Maintenance Cost 


L STAINLESS STEEL Hospital Equipment meets the most exacting sanitary requirements of the 
medical profession. It assures you of the utmost in sanitation and, because of its scientific 


design and sturdy all steel electrically welded construction, a lifetime of uninterrupted service at lowest 
maintenance cost. Regardless of what your requirements may be—whether equipment for the sterilizing 


rooms, the operating rooms, your laboratories, treatment rooms or kitchens,—we can supply the equipment 
that will give you lasting satisfaction. 


Write for literature M-1 and send us your specifications. Our Engineers 


will gladly cooperate with you in the development of your plans and 
furnish blue prints and estimates 


SEE ahatain 4 


4610-20 W. 21st Street, Chicago 50, Illinois 
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A Because of its beauty, its permanence, its low 
maintenance cost; because of its aseptic properties; 
because it has proved its value in the therapeutic 
‘6 TI ‘ j / response of patients—Carrara Glass is the choice of 
- 77) / WIA ba ¥ “4 . ‘ cetalnas « . . 
hat 1S CW /) WE CDOSE hospitals and similar institutions. 


It is the ideal structural material for the walls of 


y Yy 99 operating rooms, laboratories, corridors, kitchens, 
4 W/ 7 Wi/ W lass washrooms and private-room baths 
Here is a wall material that is ever-lasting. It has 
a polished, flawless surface of distinctive beauty. It 
is easy and inexpensive to maintain. Just a damp 
cloth will keep it bright and sparkling. Carrara 
Glass will not check, stain, nor absorb odors. It’s 
impervious to water, acids, pencil marks. It 1s 
available in ten attractive colors, thus fitting in 
with any decorative scheme. 
In remodeling, as well as in new construction, 
give prime consideration to Carrara Glass. Talk it 
over with your architect. And, right now, fill in 


ind return the coupon for our free literature. 


la oa 2 Pittsburgh Plate Glass Company 
C 2046-9 Grant Building, Pittsburgh 19, Pa. 
Es ) Without obligation on our part, please send us your FREE 
° 


- booklet. “Carrara, the Modern Structural Glass of Infinite 
, Possibilities.” 
e® = 


Address 


State 


PAINTS GLASS BRUSHES PLASTICS 


PITTSBURGH en a GLASS COMPANY 
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At savings as 


For far less than it costs vou now, vou can have vour 
own independent supply of ice—where vou want it, 
and as much or as little as vou need! 

All vou do is install a York Flaklee Machine. This 
self-contained unit operates from your own water sys- 
tem. Flip the switch, and, in 60 seconds, crisp, frosty 


ribbons of ice tumble out and into the storage bin. 


Up toa ton of ice flakes per day is possible, vet the 
York Flaklce Machine takes up only 2 by 3 feet of 
floor space. 

Savings? A York Flaklee Machine will transform 


vour ideas about ice costs. See vour nearest York dis- 





tributor. He will be glad to give vou a free analysis of 
ice costs—based on the water and power figures you 


supply 


Flakice Frosty Ribbons are just about the most 
convenient type of ice you ever handled. Coming 
from the machine at exactly freezing tempera 
ture, they never pack hard. Their greater surface 


area means faster cooling 


and offices 


OTHER MEMBERS OF THE DISTINGUISHED FAMILY OF YORK COMMERCIAL PRODUCTS 
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own Ice 


aN 


ore as . 60% 


Now, vour own ice cubes—up to 8000 per day 
from the easily installed York Automatic Ice Maker 


. for far less than it costs vou now. 


This marvelous machine gives vou ice when you 





want it and where vou want it—without time-wasting 
handling. 

The York Automatic Ice Maker makes crystal 
clear cubes ... without trays... untouched by hu 


man hands. It requires only 2 by 3 feet of floor space. 


Phone vour nearest York distributor. He will give 
you a free cost analysis, based on your water and 
power rates. It will prove the amazing savings possi- 


ble with a York Automatic lee Maker. 


York Corporation, York, Pennsylvania. 


York Automatic Ice Maker freezes ice cubes 
directly from the water supply. Is available with 
or without storage bin. Crystal clear cubes with 
the hole cool drinks faster protect beverages 
against loss of carbonation 


YORK 7fjpecatire and fhe 


HEADQUARTERS FOR MECHANICAL COOLING SINCE 1885 
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‘Linoleum is the most 
practical floor!” 


talk about a practical floor! During 
seen our Armstrong s 


kind of 


You 


he past nine vears I ve 


Linoleum Floor go through every 
test 


Heavy traffic? 
‘ 


successtulls 
Lots of it 


Vvear 


seventh Ck 
k—fiftv-two 
sign of wear. This linoleum is quiet under 
foot, too, Even when traffic is extra heavy, 

the place still has a quiet atmosphere 
As tor being easy to clean... well, you 
ught to hear the maintenance staff tell how 
Armstrong s Floors cut cleaning 

It’s a simple task to k 

ind bright. As far as I'm conc 
that makes Armstrong's Linoleum the most 

practical floor.” 


| 
we Weeks a with 


Linoleum 
tinne ind costs 


lean 


WE MAKE BOTH FLOORS so perhaps we have a right 
to step into this argument. But we can't settle it 
tor everyone. It depends on conditions. Sometimes 
Armstrong's Asphalt Tile is the most practical floor 
Sometimes, linoleum is the better buy. 
As far as cleaning is tossup. 
One floor is just about as easv to clean as the other. 
Armistr Asphalt Til but 
Armstrong's Linoleum is and com 
fortable underfoot, | or 
with the ground, only 
Beauty is often of opinion, Generally 
Armstrongs Linoleum is regarded 
It’s available in many different pat 
effects. Elaborate 
However, Armstrong's 
custom designed, toc 


choice 


Ing 
concerned, it’s a 
usually less 


mu's osts 


more resilient 
in contact 


isphalt tile is recommended, 


oncrete Hoors 


i matter 
is being richer 
in ippe irance 
and color 
} 
ihieved 


custom de signs 


Asphalt 


terns 
re easily 
Tile 


variety of 


can be since it ¢ 


laid a block at 


otmes in 


colors and is i time, 


180 
































“Asphalt tile is the most 


4‘ 


‘T was in on the 


and I made it my 


‘- practical floor!” 


planning of this building 


business to see that we got 


good floors. I've seen places where they had 


lll kinds of Hoor trouble 


Ho ws 


sure we got 


I wanted to make 


that would be easy to 


kee p ¢ lean and take a lot of wear 


“The 
types of floors 


architect 


examined different 


ind I 


Armstrong's Asphalt Tile was 


the one we finally picked. It met my speci 


fications tor 
tenance ind it 


“And something else 
costs less than any of the 
That was the clincher for me 


Vile 
we looked at 
getting the 

money by doing it 


most 


Hard to choose? Here’s what we suggest: Drop us 
a card and we'll send you two booklets—one about 
Armstrong's Asphalt Tile, the other with full facts 
thout Armstrong's Linoleum. If vou want to com- 
pare sample s of both flooring materials vour Arm- 
Flooring Contractor will be to show 
Write to Armstrong Cork Company, 
S701 State Street, Lancaster, Pa. 


strong glad 
them to vou 


Floor Division 


sinart 
sure 


ippearance easy) main 
can take the traffic 

Armstrong's Asphalt 
other floors 


practical floor and saving 





ARMSTRONG’S 


RUBBER TILE 


FLOORS 
LINOLEUM @® ASPHALT TILE 


LINOTILE® * 


* CORK TILE 
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“Substantial operating economies and food “A very profitable investment—in fact, it “Savings on ice alone will pay for my new 
savings have resulted from our installa has exeeeded my expectations.” That's Frigidaire Beverage Cooler in less thar 
tion of 11 new Frigidaire Compressors how restaurant owner D. A i veal It’s the best ‘naeesoand re cooler on 
reports H. H Robertson issistant oy Biglane, Natchez, Tenn. de the market,” s Elmer Welch, owner 
manager of the Hotel Jayhawk, Topek seribes his Frigidaire Air Con of ee s ca Ie 

Nae! Kansas be I Miles ditioning. Premo Stallone » >= eatur, Hl. Decatur Retrig 

5 5g ath ind Son, Topeka, was | Natchez, sold and installed this eration Co, specified this 
Ga aie the dealer equipment, installation. 


~ 


Frigidaire Saves Money for Others 


ee How Frigidaire Reach-Ins 





Can dave Money For You! 


s thousands of smart Frigidaire users have found, better refrigera- 


tion costs less when you own a Frigidaire Reach-In. 

And no wonder, for these efficient, dependable reach-ins are built 
to the highest quality standards in the industry. Frigidaire com- 
pressors, cooling units, and controls are precision-matched to work 
together like a championship team. Cabinets are of sealed steel con- 
struction, insulated with a thick, cold-keeping blanket of fibrous glass. 
Exterior finish is gleaming Dulux. interior is Lifetime Porcelain. 

These and dozens of other exclusive Frigidaire features all add up 
to longer life, lower operating costs, and better performance. So why 
not get the full story of Frigidaire Reach-Ins now 7 It can mean money 
in the bank for you. 

For a full line of products you can depend on and a name you can 
depend on, call your dependable Frigidaire Dealer. Find name in 
Classified Phone Directory. Or write Frigidaire Division of General 
Motors. Davton lL. Ohio. (In Canada, Leaside 12. Ont.) 


FRIGIDAIRE = 


Reach-Ins 


Over 400 Frigidaire commercial refrigeration and air conditioning products — most complete line in the industry. 
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THREE COMPLETE LINES OF LIBBEY #fis8"2 





Ay oy To TT 7) (| 
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Ly 


ner for eel We. 


cp) TUMBLERS 


These famous Libbey “Bounce” Tumblers last from 3 to 5 times longer! 
Every one of these 
ked by the famous 
ss if the 


than ordinary glasses. 


KOR ROOMS, thaySs dining 

4 

cafeteria USe.-- wherevel tumblers are amazing tumblers 1's | 
j, there’s a | ibbey Heat-Treated fumblet Libbey guarantee: “A new gla 
iob with economy Patients and 
attractive, light, 


rooms and 
yac 


‘Safedge’ evel chips.” 

Lake advantage of the extra eco? ymy of 
Libbey He at-Treated fumblers! Request 
s and prices from ¥ Abbey 
or write directly to l 
foledo 1, Ohio. 


usec 
to do the 
staft will apprec! 
»-hold tumblers 

nitariums trom ¢ 
ed Tumblers 


ate these 
sample our nearest | 
sales office abbey Glass, 


Pp. O. Box 1034-1035, 


N BE SURE IT’S STERILE! 


easy-t 

Hospitals and Sa 
aise Libbey Heat-| reat 
last from 3 to 5 times /o? 


‘oast to 
coast p! 
s r 


be cause the \ 
IT LOOKS BETTER... IT TASTES BETTER IN GLASS AND You CA 


Governor Clinton Line 


ee = 
Laue 
H y WV a) 
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SS ee 


610 620 
9'4 on 7 oz . 616 608 
6% o 8 ox 10° 613 606 603 
2 13_oz 


No-Nik Line 
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\'\ 
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7 oz 
10 oz 8 oz 10 o 12 
oz 


Straight-sided Line 


co0un0 


556 
558 557 
7 oz 544 
Ses 8'4 oz. p 4 








5 oz 6e2 


LIBB EY G LASS Bounc® tumsiers 


Libbey Glass, Division of Owens-Illinois Glass Company, Toledo |, Ohio 
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For finer coffee—really grand— 
Just serve our finer Monarch brand. 
We really blend the finer bean— 


Of coffee crops, we choose the cream. 


Economy in Monarch's found— 
There are more cups in every pound. 
To play safe you should serve the line 


Of Monarch Foods—they sure are fine. 


MONARCH 


World's Largest Family of Nationally Distributed Finer Foods 
REID MURDOCH, Division of Consolidated Grocers Corp., Chicago, Ill. 
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im history... 


THE NAME TO REMEMBER IS 


im towels... 


THE NAME TO REMEMBER IS 


No wonder the Dundee label 
with Hospital 
they have recognized the 
quality towels 


rings the bell” 
Powel buvers! Since 1888 
economy of these 


firmly woven to 
vood ser 


vive vears ot 





vice despite hard 


wear and many 
Washings 


Huck and Turkish Towels (both plain and 
name woven) * Bath Mats * Damask Table 
Tops and Napkins * Corded Napkins 
* Diapers * Dunfast Suiting 


Consult your favorite distributor 


DUNDEE MILLS 


INCORPORATED + GRIFFIN, GA. 
Showrooms: 40 Worth Street, New York 13, N. Y. 


Manufacturers of Famous Nationally Advertised 
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an extra “AID” fory<every patient 
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lily Paper Service 
Relieves Your 
Overworked Staff ! 
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aS 
Where hospitals are crowded, understaffed, faced 
with increased operational costs . . . Lily* Paper 
Service proves an invaluable aid! In one large 
west coast hospital.+ for example, 61 employees 
were released from culinary chores when Lily 
Service was adopted! 

Lily speeds and eases service by allowing pre- 
portioning of many foods . . . and by reducing 
clean-up problems to a minimum! 

The lightness of Lily Cups 
and Containers, as com- 
with 


pared crockery, 


does much to relieve 
nurse fatigue. And the 


tNome on request 


*T.M. Reg. U.S. Pat. Of. 


January 1949 





fresh cup or container for every service relieves 
the patients’ worry of cross-contamination! 

Try Lily Paper Service now in a single ward, 
or for supplementary feeding. A sample kit and 
our interesting ‘Food Cost and Control Chart” 
are yours for the asking. For your convenience, 
use the coupon below. LILY-TULIP CUP COR. 
PORATION, 122 East 42nd Street, New York 
17, N. Y. « Chicago « Kansas City + Los Angeles. 


LILY-TULIP CUP CORPORATION 
122 East 42nd Street, New York 17, N. Y. 


Please send me your free hospital sample kit and a copy of your 
‘Food Cost and Control Chart.” 


City, State 
Your Name & Tide 





but there’s a simpler and more practical way to make the most of 


This might solve vour problem 
your personnel. You can eliminate the many hours of work involved in the use of ordinary venoclysis 
Venopak—with Abbott 


equipment by adopting Abbott's completely disposable venoclysis unit 
Intravenous Solutions. VENOPAK is ready for use the instant you open the package. It has never been 


on a previous patient. There is no need to preassemble, no worry about pyrogens 


used 


iss-infection, no sterility problem, no diverting of personnel to cleaning and resterilizing 


and Te - 
afterwards. Just use it once, then throw it away. @ VENOPAK is a complete, sterile 





and easy-to-use venoclysis unit adaptable to a variety of hookups. Each unit consists 
of a dispensing cap, air filter, Murphy drip, plastic tubing, pinch clamp and needle adapter 
a combination that saves time, money and labor. Ask your Abbott representative 
to arrange for ademonstration of VeNopak and Abbott's ampoule-standard solutions 


—or write to Hospital Division, Absorr Laborarorizs, North Chicago, Ill. 


at. 


Intravenous Therapy Film 
Modern 
Ther- 
is available to hospital and ABBOTT Intravenous Solutions 
groups. Arrange for a showing 
by writing to Hospita 
sion, ABBOTT LABORATORIES. 


A new color film on 
[Trends in Intravenous 
apy 
| Divi 
*Abbott's Completely Disposable Venoclysis Unit 
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Advances in Ob. and Gyn. Suturing 


NEW CLINICAL PROCEDURES FAVOR NEEDLE SUTURES 


Sutures swaged to eveless needles are being more widely 
adopted for use in delicate tissues by Gynecologists. To 
meet this trend, Ethicon has developed a new group of 13 
Ob. & Gyn. eveless Atraloe needle sutures. There are 4 


new needles. swaged to chromic gut. sizes 3-0 to 2. CONVENTIONAL SWAGE 


The Atraloe eyeless needle draws a single strand of su- 
ture through the tissues, eliminating confusion and mini- 
mizing trauma. All Ethicon Ob. & Gyn. eyeless needles 


are swaged to Ethicon’s Tru-gauged. Tru-chromicized sur- 
. a " FOS ETHICON SEAMLESS SWAGE 
gieal gut. noted for superior strength and flexibility. 


Ethicon sutures with swaged needles are supplied to MAXIMUM 
7 d ns ibe GRASPING AREA 
liospitals at no extra cost over Standard Tubes. They are 3 
. . . . ’ 
delivered in the new. unbreakable metal Sterile Pack ean- Y | 
isters which guarantee sterility of tube exteriors. 


ETHICON ee 
AU ‘. rape 


ETHICON SUTURE LABORATORIES POINTS HAND-HONED FOR SHARPNESS 


DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, N. J. 
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(—— unchanging 
ts timeless appeal! 

















™ CARROM FURNITURE CRAFTSMEN B : 
, uild FOR THE DECADES 


Nowhere, in all the world, is there great, hand-hewn beams that were first 
stic, more put into service undreds of years ago 
l 


any living thing more maye 
unchanging in its timeless appeal than ong before | lay finishes were 
the giant Sequoia tree that rises to perfected, men spent hours and days 
heights of 300 feet or more These rubbing 
trees. found only in California's high ioned and carved into many shapes 
000 to bring out and “fix” the natural 





ind polishing wood, fash 


Sierras, range trom 1,000 to 
the oldest living beauty 
inherent in wood 


Carrom, the cumulative 


years in age, and are the timeless appeal that ts 
things in all creation 
ery dawn of civilization Today, at 

rved as Man’s constant knowledge 

ating Wood finds fulfillment in fine 


for processing and fabri 


for shelter and warmth, weay 
niture, made to | rovide lasting serv 


ind defens and furni 
tive iceability and economy, combined with 


xpression of Man's instin 
1 charm that only wood 


LONG-LASTING FINISH Men have admired p= om iuty the grace 
sees Gate teed te. enolled te alt id mon can impart furniture ectall) 
; lesigned and built for 


of teries and castles in Europe ire filled and 


ASLO 
institutional use 


tor countless aves 
gh, lustrous 
eel o hig off i rae 7 

4 with wood tables, chairs and beds and 


CARROM INDUSTRIES, INC., LUDINGTON, MICHIGAN 
New York Office: 19 W. 44th St., RalphBerg © Chicago Office: 1503N. Sedgwick Ave., James L. Angle 


WOOD FURNITURE 
FOR HOSPITAL SERVICE 
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4 ° 
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50 cc. 6925) ; 
| VINETHENE® 


Ether for Anesthesia U.S.P. Me™) |= 


Koni 55, Alcohol and 0.01% Phenyl-sipha-rern - = 
So Ce... Manefesert panow.* 
=Vinet wat 830 F. 3° 0. 
iMammavic: tt should be Kept in wh 20 

Reais Sekt fe from chs 

a r kep r rr > . . . . . 

Nant of aed wine i decom a , Vinethene is an efficient inhalation 

ty, after ember p not = as p 
Camoarmitiner has been opened © anesthetic, particularly suitable for 
of sician or dentist. . ° . 
eMT NO dotsco} te operations of short duration, for induc- 


tion prior to ether anesthesia, and for 
complementing nitrous oxide-oxygen. 





Vinethene anesthesia is characterized by: ¢ Manipulation of joints 

¢ Rapid induction ¢ Dilation and curettage 

¢ Prompt, quiet recovery ¢ Myringotomy 

¢ Infrequent nausea and vomiting ¢ Changing of painful dressings 
VINETHENE has been found ¢ Incision and drainage of abscesses 
of special value for: ¢ Tonsillectomy 

¢ Reduction of fractures e Extraction of teeth 





Literature on Request 
VINYL ETHER FOR ANESTHESIA U.S.P. MERCK | oneness 


VINETHENE® 


An Inhalation Anesthetic 
for Short Operative Procedures 


COUNCIL ACCEPTED 


MERCK & CO., Inc. RAHWAY, N.J. 
Manufacturing Chemists 


In Canada: Merck & Co., Ltd. Montreal, Que. 
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TRY THEM YOURSELF! 


Of course we mean—try them in your hos- 
pital—or if you feel like it—slip on a pair 
and see how comfortable they really are. 
See for yourself how the CURVED FINGERS 
(originated by Wilson) ease hand strain by 
eliminating the “pull” when the fingers are 
flexed. Run any kind of test you can think 
of—check them carefully and you'll find 
that both Wiltex and Wilco last longer in 
actual service. You'll find also that these 


two internationally famous gloves will with- 


Appl tore 


RUBBER COMPANY 


THE WORLO'S LARGEST EXCLUSIVE MANUFACTURERS OF RUBBER GLOVES 


CANTON - OHIO 


stand 30 to 50 trips into the autoclave be- 
fore being discarded. This longer life natu- 


rally reduces the per-operation cost on each 


pair of Wilson gloves—but check it—find 


out for yourself and you'll ask for them by 
name on the next order to your Surgical 


Supply Dealer. 
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Help Reduce Hospital Expenses with 

















ECONOMICAL! THOROUGH! POTENT! 4 |! 


sts only 2.4¢ per gallon when bought in bulk. Thousands of square feet can be disinfected for less than a nickel! 


other surfaces co 


99 


Brand Disinfectant 








66 99 





“Lysol” solution for thorough disinfection of floors, walls, furniture and 


actually saves money! 


Brand Disinfectant 





and in other respects 


Guard expensive instruments 
igainst corrosion, and preserve 
cutting edges, by add 
“Lysol 


sterilizing with hot water 


delicate 


ing 0.5‘ of when 


The useful life of rubber gloves, 
rubberized sheets, and other 
such equipment is prolonged 
is used for 


when ‘“‘Lysol 


disinfection. 
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“LYSOL,” being non-specific, precludes 
the necessity of stocking various germi- 
“LYSO! is effective 


ALL TYPES of disease-produc ing vege- 


‘ ides. against 


tative bacteria . . . effective even in 


the presence of organic matter. 


Strict laboratory control assures 
that every batch of “LYSOL” is abso- 
lutely uniform in composition and 
action, completely soluble with neutral 


reaction, and free from impurities. 


{ddress all inquiries to your 
HOSPITAL SUPPLY DISTRIBUTOR 
or to 
LEHN & FINK PRODUCTS CORP. 
Hospital Department 


445 Park Avenue, New York 22, N.Y. 





“LYSOL” LIST PRICE 


$3.00 per gallon. 
50-gallon drum. 


Save 20% by buying a 

Supplied in 1-gallon con 
tainers and in 5, 10, and 50-gallon drums. 
Leading hospital supply distributors are au 
thorized to sell “tysot.” 


Brand Disinfectant 
OUTSELLS ALL 
OTHER GERMICIDES 
COMBINED 


(Phenol coefficient 5) 











i 
WANT ADVERTISEMENTS 


INTERSTATE—Continued WOODWARD MEDICAL BUREAU 


POSITIONS WANTED OF NURSING es (Formerly Aznoe’s) 


DIRECTOR Degree . 
large midwestern hospita vears director Ann Woodward, Director 


school of 185 North Wabash Avenue 
Chicago 1, IIlinois 


clinical instructio ) years principal 

ASSISTANT ADMINISTRATOR -PURCHAS t sing 
ING AGENT A sre 8: practical and efficient 
d record at ement; experienced 
collections, costs HOUSEKEEPER Experienced; 5 years assis ADMINISTRATOR Lay (assistant) 18 
‘ ol; know methods tant housekeeping; 200-400-bed eastern hospi months assistant id administrator smaller 
membership in A-H.A ta will consider lirector, nurses’ home eastern hospital; 2 years Northwestern Univer- 
te with sity (hospital administration) working toward 
FACHA:; early thirties: immediately available 


with a pox 


mmensura 


PATHOLOGIST - Diplomate of American Board 

LER BUSINESS MANAGER (Pathologic Anatomy u liniecal Pathology) 
10 e; comptrolle THE MEDICAL BUREAU 9 years chi sathology and research pathol- 
y . ‘ ogist large es n | al and National In- 

tems, fing ial sts 1 accounting Burneice Larson, Director titute of Health res hospital appoint- 


nd hospital Palmolive Building ment with teaching program, exceptionally 


COMP 
Aue 


TROL 


t 


bed he i ‘ t busines 


Chicago 11, Illinois quanses 
ADMINISTRATOR. Lay; 5 years assistant ad- 
ISTRATOR : ae ministrator and administrator; 331-bed southern 
ADMEMIBERATOR—Lay; Dems hospital: middle thirties; Member American 


f Science in Education and Master of B Hospit a Rtataion As 


able 


ociation immedi 


DIRECTOR SCHOOL ¢ 


years’ expe igle i es 


NURSING - Five Administratior ! iniversity 

) nt nde: ya 
ant, und ears iecessful sine ex perience 

midwest, want rs S f 

affiliatior 

rhe Modert 


ct} 1 
hicag 11 


administrator, Seeks at tment ef larger hospital 


large teaching “ REGISTERED NURSE ANESTHETIST 











1 administrator , aching s or university hospi- 
ospital 50 beds: Membe ta P y thirt single ing $425, mair 
Hospital Administrator tenane rect nended immediately 
NURSING ARTS INSTRUCTOR yea eae 
nee; single, protestant; B exre ADMINISTRATOR abl ‘ al o EXECUTIVE HOUSEKEEPER -—- Seeks ap- 
ollege or university i 100-200 beds s 8 stant administrat pointment in larger hospital; B.S. Degree: six 
A.B t 1 university; M.S. ir vears executive housekeeper federal housing 


Administration, year’s administrative rroje v vear executive housekeeper 50- 


thirties, widow, ca- 


ice; immediately 


ADMINISTRATOR ~ Gradua 1urse ; t ADMINISTRATOR Seeks appointmer 
Hospital Administration, e r 1 4 ar yperating ro« 


65-hed hospit early t viso larg astern hospital; 18 


urge 





Washingtor r Sloe per t t r assistant 
e in 60 da t < t superintence t 150-bed eastern 
19 N. Michiga s] t er ollege of Hospital 
ANESTHESIOLOGIST r ys r s d istr r : ced i rganizatior 
ed 1 t I of the Americar ton re past mi re t vlic ion purchasing 
three ve i tment f nesthesiology stores contre ‘ vy fort ~ ‘ episco 


immediately 


REGISTERED MEDICAL RECORD LIBRAR 
IAN~-R.N ired positior r bed 
ne spit New 
The 


n ME 


DICAL ADMINISTRATOR 
hir had th ars 


PATHOLOGIST ADMINISTRATIVE ASSISTANT~ To director 
n Patt wic tional assistant to director of 
alaries open 
id experience 

School of 


Columbus 8& 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Mary E. Surbray, R.N., Director 
332 Buckley Building legrees, « 

Cleveland, Ohio ra : 2 in radiology; at time of en- must be experienced; ag b to 50; man 


rving as chief of woman; salary oj »ply rs. Andrew B 


RADIOLOGI I ate of American Board ADMINISTRATOR 1 aceredited general 


years’ teaching t pita bed ‘ <3 1orth of toston 


ADMINISTRATOR RN < lirecte r logy ir ’ | mspits ow in private Ss rland \ Fi t Hospital, Law- 


y ervice ear pita 


PURCHASING AGENT-~ Most I « ANESTHETIST Nu inest wanted for 
ADMINISTRATOR : egre z as been in executive capacity ri o bed hospits y ) oth Marie 
a nting yea yusine manag 00-b. rchasing; graduate f middle v r i Administrator, yview spital, Portsmouth 


it Vi 


pita 


Continued on page 194 
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ELECTROMANUAL 
& ELECTROMATIC 


Slyde- Out 


NO STOOPING --NO LIFTING --NO BACKBREAKING 
UNLOADING EFFORT! The new TROY “Slyde-Out” feature 
eliminates unloading drudgery for employees — steps up production 
for the owner. Cylinder stops with load on waist-high partition where 
an easy scoop of the arm slides load into basket. 

4ALF 


if 


THE COST OF “UNLOADING” WASHERS... 
AVAILABLE IN SMALLER SIZES, 700! No need to 


spend twice as much for a clumsy “unloading” washer when TROY’S 
new Slyde-Out feature accomplishes better results with greater safety and 
without costly operating and maintenance expense. The simplicity of 
design is your guarantee of longer service, easier operation, and no time 
out for repairs. TROY “Slyde-Out” washers are also available in two 
smaller sizes — 42” x 36” and 42” x 54”. 


GREATER WASHING EFFICIENCY. Actual tests show that the 
TROY Slyde-Out feature washes clothes cleaner, eliminates tangling. 
Load receives the drop and tumble action of the ordinary washer—PLUS 
a washboard action as clothes slide down ribbed partition—PLUS, a 
squeezing, paddling action on the upward rotation of the cylinder. 


TROY 


NT 
saunorY equirme 





| 


s TTL 


ELECTROMANUAL 


- 


TROY ELECTROMANUAL WASHER—WITH "Siyde- © 
Out" FEATURE. Equipped with stainless steel cylinder © 
and shell, quiet "V" belt motor drive, thermometer, and ~ 
automatic water inlet valves. (Can be equipped with a — 
washometer at extra charge.) Troy ELECTROMANUALS © 
are easy to maintain... there are only three points in 

jon to motor which require lubrication, all of which 
are easily accessible. 


TROY ELECTROMATIC WASHER — WITH "Siyde- 
Out" FEATURE. Set dial—add supplies — that's all! 
Electromatic washer control does the rest automatically. 
When washing cycle is complete, turn control dial to 
“spot” and cylinder automatically stops in position for 
easy “Slyde-Out" unloading. 


TROY “Slyde-Out" Washers are built in three sizes: 
42” x 36", 42” x 54”, and 42” x 84". Open pocket 
Electromatics and Electromanuals available in 
sizes 30” x 30” and 30” x 48” also. 


TROY Laundry Engineers 
survey your plant and plan 
most efficient layout. Scale 
modeis of laundry ma- 
chines are set up on a 
miniature of your own floor 
plan, then photographed 
and an easy-to-read, three 
dimensional photo print is 
furnished to you. No 
charge for this TROY serv- 
ice. Write for details. 


BEERS 


rome tatatea 























ADVERT. 


partment; opening January 1 ir fork HEAD NURSES or psychiatric hospital 
State general hospital; S-hour day, - I salary starts at $2280 per year; 40 hours pe 
week: salary from $3000-$4000 with full mair week; liberal vacatio sick leave and retire- 


enanee weeks sick leave and weeks vaca ment benefits; full maintenance available at 





etirement provisior perma- minimum rates. Write or apply in person to 
a “ . . r t rs »n. Frederick Ferris Thompson Hos Superintendent of Nurses, Medfield State Hos- 

SSISTAN g g tSES \ 

nese tastalii one oe typ dbesell-crmgeante t ' sua, New York pital, Box A, Harding, Massachusetts 


R.N Nurse ouis i LABORATORY TECHNICIAN Experienced 
Al STAFI NURSES— For 200-bed wanted; registration preferred. Apply Elyria 

ndustrial hospital; eligible for regis Memorial Hospital, Elyria, Ohio 
TITIAN-—-Wanted for 20 tration in Colorado; salary $200, $15 additior 
hospits uttractiv ary, 1s f 8-11 and 11-7; 44-hour week. Apply to 
f Nursing Service, Corwin Hospita 


CHIE! 


DIE 

oo LABORATORY TECHNICIAN — Wanted for 

general work; 150-bed hospital; salary depend- 

ent on qualifications Apply to Mother 

Marie, Administrator, Maryview Hospital, 

GRADUATE NURSES—For new 50-bed gen- Portsmouth, Virginia 

ral hospital n thriving village, Catskill 

Mountains, 8-hour ay, six-day week, time NURSE ANESTHETIST-—For 340-bed teach- 

und-one-half for overtime after 40 hours, ro ing hospital: department headed by physician 
ting shifts average gross cash salary $20‘ anesthesiologist, Deplomate of Board; rooms 
$21 month; full maintenance available available in new nurses residence Mount 
, $10.5¢ week Apply Superintendent Sinai Hospital, 2750 W. 15th Place, Chicago 8 

Nurses, Margaretville Hospital, Margaretville, Illinois 

New York. Phone Margaretville 50 


NURSE ANESTHETISTS—tTwo, well-qualified 
IR ' Is N mSES , ee sar wanted; salary open. Address Administrator, 
GRADUATE FAP URSE rul ‘ Memorial Mission Hospital, Asheville, North 


time r $0-bed hospital connected with : 
Carolina 


open in medical, surgical 

nd obstetric depart 

room; constantly ex NURSE—Graduate for supervisory position in 

ek; salary 200-bed private hospital, treating all types of 

car mental patients; one hour from New York 

city; salary $215 to $235 according to experi- 

tiona rtunity b u , ! ence, with maintenance available at cost of 

DIRECTOR O duat derbilt nive ty ector f $35 per month; 5-day, 40-hour, 4 week vaca- 

n t ‘ r tion, 10 day sick leave. South Oaks, Box 
467, Amityville, L. I., New York. 


DIETITIAN 


Hospital, 6s 


Continued on page 196 








WHAT A 


S-T-R-E-T-C-H! 





Tensor will stretch again and again 
WITHOUT GETTING “TIRED” 


Secause TENSOR Elastic _ ity even after repeated wash- 
Sandage is woven with “live _ ings. 

rubber” thread, it not only has 
greater ihitial stretch than a 
rubberless bandage—but main 


Whatever your aim in pres- 
sure-dressing treatment, 
TENSOR is suited to any 


fains its therapeutic value on 
elastic bandage use 


each application. It stays in 

D : 
place,exertseven, uniform pres- Patients appreciate the 
sure and doesn’t cause vascular many comfort features. Pre- 
constriction. No loss of elastic- scribe it by name 


. * 
ENSOR 232%. 
-WovEN with Zee Ovubber THREAD - BANDA 


TENSOR IS AVAILABLE IN 2, 22, 3, 4 and 


6-inch widths —5'/2 yards stretched Gti 
A product of 
* =e ER & B C BANDAGE 


Division of The Kendall Company, Chicago 16 
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Easy to Handle, 
Dependable 


EXPLOSION - 
PROOF! 


sUMtp 


NO. 927 


AAU. she SOE NE SR 





SUCTION AND 
ETHER UNIT 











ANNOUNCES 


FECTED 


iin als G bul C Jcweontne 


Pressure you can regulate up to 30 ibs. 


Large 1%4 pint ether bottle does not require 


hazardous warmer or heater. 

FOR WARDS AND SEMI-PRIVATE ROOMS 
All-steel cabinet in baked enamel with stainless 
steel top. 


Switch and motor approved by Underwriters ] @ “Perfected” Bed Screening gives 


Laboratories. , 
private room convenience and al- 


Quiet! Motor “‘floats’’ on rubber! 
mosphere to the most occupied 


Heavy duty motor and double pump for long parts of the hospital. This modern 
service. ea 
> 

‘ w. 


equipment completely overcomes 
= 
Ask Your Dealer, Or Write: . 


GOMCO ; - 4 around corners without tugging or 
SURGICAL MANUFACTURING CORP. pushing. There is no jamming at 
824H East Ferry Street, Buffalo, N.Y. 


“A new catalog has just been printed. 
It is yours for the asking. whipped around the 


the problem of whipping curtains 


The cbove illustration the corners—no guiding or coaxing 


necessary. The curtains glide so 
shows how the rollers aré : . 
easily that noise ceases to be a dis- 
turbing factor. There are no floor 
corners without jamming. 
obstructions — the doctor and nurse 

ring window 

For clearing windo have plenty of room to do their 
openings and other ob- work at the bedside. A smart, col- 


structions, bends in the orful installation. Write for illus- 


AVAL D EQUIPMENT channel must have no trated bulletin giving complete in- 
joints. Smooth, quiet. formation and specifications. 


HILL-ROM COMPANY, INC. BATESVILLE, INDIANA 
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D 


NURSES — Except 


ADVERTISEMENTS 


NURSES WANTED Registered nurses and predominantly cathol give complete per 





registered psychiatric nurses (men and women) sonal particulars in first letter. Woonsocket 

for state hospital assignments, for general duty Hospital, Woonsocket, Rhode Island 

hospital work, tuberculosis and psychiatry: als« 

egistered psychiatric nurses with college de- 
ional opportunity gree as instructors of affiliating schools of psy- 
nurses for new floors; 44 chiatric nursing: good salaries; opportunity for 


SUPERINTENDENT OF NURSES 80-bed 
hospital; graduate registered nurses in various 
capacities. Luther Hospital, Watertown, South 
Dakota 


iilding: registered 
week; beginning salary $2 r month advancement; excellent retirement and insur- 


month liberal paid ance plan. Write: Division of Personnel Serv- 
meals and ee Department f Public Welfare, State 
home at low Armory, Springfield, Illinois SUPERINTENDENT OF NURSES— Pontiac 
Sinai Hospita General Hospital, Pontiac, Michigan. Oppor- 
— OBSTETRICAL NURSES—California hospital tunity to reorganize and improve nursing serv- 
on San Francisco bay, forty minutes from ice as recommended by recent professional 
that city; five day week; salary $225 per survey; applicants should be aggressive and 

month if 
additional for evening and night hours: main- able administrative experience in nursing, and 
tenance available Director of Nursing, Ala- education equivalent to college graduation with 
meda Hospital, Alameda, California courses in nursing administration; salary $3780- 


post graduate or experienced; $10 adaptable, have wide background and consider- 


_ — $4680 with annual increments of $180; two in- 
re ses irs ear mie ite a ce ve adie # 
OPERATING ROOM NURSES—California crea in first yes maintenance available at 
hospital on San Francisco bay: forty mit nominal charges; moder 190-bed plant, large 
ites from that city 100 beds; five day week intern-resident pros excellent supporting 
month f post sduate o services, single directo 1unicipal retirement 
nth St ere ate r 
perience additional for evening and 
ght hours; additional compensation for on 
maintenance available. Director of Nurs- 


ng, Alameda Hospital, Alameda, Califor \. 


system iberal sick leave Ci acation, tenure 
inder city merit system: educational and cul- 
tural opportunities in troit one hour away 
publi transportatic official application 
supporting data oul filed by 5:00 
irday, Febru 1¢ 1949: oral inter 
REGISTERED NURSE SUPERVISOR Fx irday, March 5, 1 for candidates 

100-bed tuberculosis anatorium full mainte- ‘ per ! al ations. Application 

rite full particulars m vlar irnish « r t » Personnel D 

Robert K. Oliver, Med or, City of Pontiac *ontiac 14, Michigan 

d Superintendent, Montgomery 
Sanatoriun Upper Wetumpka . 

Box 54, Montgomery abamea SUPERINTENDENT OF NURSES—Wanted 
wee large experienced and well-qualified for a 182-bed 
sing pply hospital with training school; salary open 
tate t REGISTERED NURSES- Two and assistant Address Administrator, Memorial Missio1 

Night Supervisor; home-like living quar s ir Hospital, Asheville, North Carolina 


SUPERV 
mont 


ISORS S$ 


8-$ t 44 


SYCHIATRIK 


Continued on page 198 














ATUL: 7 Teley.| 
THERAPY 
TANKS 


OTHER PHYSICAL 
THERAPY EQUIPMENT: 


New Improved Paraffin 
Baths, Mobile Sitz Bath, 
and Folding Thermo- 
static Bed Tent. 


Pe » : eet eat = \ 
FULL BODY IMMERSION HYDROTHERAPY TANK UNIT * wtouca ; COMBINATION ARM, LEG and HIP UNIT 
Model HM 801 Mobile Model HM 200 
_— An Improved Whirlpool Bath 


or Write for descriptive literature and medical reprints 


SS Ses ilemiee) ile) 7 vile). 


36-08 33rd STREET, LONG ISLAND CITY, N. Y. 
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CRACKED ICE CART 


ALL STAINLESS STEEL 


eee CS 
150 Ib. Storage- — 
Heavy Duty 
Rubber Wheels 
Three Inches 
Insulation 
* 
Immediate 
Delivery 
* 


Model XV Ice Cart 
For Storage and Mobility 
All Stainless Steel 


Write for Catalogue 


Complete Line of Cracked Ice 
containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 











Fund Raising 
Counsel |} 


For a quarter century our cam- 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
for our clients. 

Consultation without obligation 


or expense 
| - ll 
CHARLES A. HANEY 
x ASSOCIATES 


259 Walnut St. Newtonville, Mass. 
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reasons why 


ntonware 
B ¢ > BES T 


for Hospitals 


Reduces breakage costs as 
much as 90%. 


Designed for and molded of 
MELMAC* by the Boonton 
Molding Co., custom molders 
for 27 years. 


Unaffected by standard dish- 
washing methods. 


Colors that cheer . . . pastel 
blue, yellow and buff. 


Easier on the help . . . one- 
third the weight of ordinary 
hospital tray and table dish- 
ware ... less ‘‘clatter.” 


Food stays appetizing longer 


. . MELMAC* tends to keep 
it hot or cold, as desired. 


“REG. U.S. PAT. OFF. 


TABLEWARE 


D 
@ 
@) 
@ 
G 
© 


Sold by leading 

Hospital, Hotel 

and Restaurant 
Dealers. 


NATIONAL DISTRIBUTOR 
PARKER D. PERRY, INCORPORATED 
729 Boylston Street, Boston 16, Mass. 


Names of dealers serving your area 
supplied on request. 























INTERSTATE—Continued THE MEDICAL BUREAU 

new 25-bed unit. (b) New hospital Burneice Larson, Director 
stern Pennsylvania and Ohio being org: Palmolive Building 

eels x i pen March. (c) 100-bed hospital, Ilin« Chicago 11, Illinois 

SUPERVISOR ‘ iltural center; new addition planned. (d) 65- 9 e 
NURSES! he ospital t bed hospital, New York. (e) 80-bed hospita ADMINISTRATORS —— (a) Medical; hos} 
ue and excellent Opt i or an Maryland: sche 
mont. Ene Lys ' : in cancer control; univers ‘ middle 
Detroit ate MANAGERS—(a) Ohio hospi ) of hospi ing rural 


Purchasing agent: 200-bed - 6 rospits ranined 


y f nursing specializing in < log ould be interes 


ssistant superintendent i 
Assista iperintender and educational | 
equipped 
jualified 


DIRECTORS OF NURSING (a) 200-bed hos mall gener 


tal; Virginia. (b) 250-bed hospital, Connec ani 
« bed hospitals, New Jersey, Cor 
it, Pennsylvania, Ohio, Illinois, Michigan pe t f 400 bed 


general hospital a ig 4 patient 
Alabama; $325 maintenance - . 

‘ 1 al te ' hos; 
DIRECTORS, NURSING SERVICE 


rECHNK 
rt bed hospital, suburb New York. (b) 


IAN--Q 
x-ray work in f 
slars ne . d pital being organized: vicinity St 
NQ 30 derr spit ) Michigar bed West Virginia hospita 
Ave 


hospital; $300, maintenance 
EDUCATIONAL DIRECTORS 
naintenance b) Science in 


rHERAPEUTIC DIETITIAN W r: $4.000. (c¢) Instr 
The Mode H 


rECHNICIANS . 
X-rays hief v0 i near i DIRECTORS 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU ae Besse aa ' i 
Mary E. Surbray, R.N., Director : preeiod tract; liberal salary 
332 Bulkley Building HOUSEKEEPERS~— (a) 300-bed well organi ee ee ee eee 
Cleveland, Ohio hospital; New York State. (b) 200-bed hospi , peo . »? trector of schox 
Detroit ’D t 1 i r fully approved 
rRATORS 100 beds; 9 


Continued on page 200 





LW Telacmelslemulolacme) ind their staffs) appreciate the 

quality Talalclacialan lal @la-t44lalm eo} lelei= fale ) n the caliber 
steel employed olULm laMeialc@mieleldlaelite re they 

oem islet Muteki -i@eellele(-. Mito Mlal-> ¢el-lal th ac] al oldie: Discrim 

fo] oli gehiol a. find Cre cent blade ob alge! ) Dp. extra lace lie} 


ce aigeMet-taltiin di bam oleliclala=te| id theref » extra des 


Test and compare! Samples gladly forwarded 


CRESCENT SURGICAL SALES €O., INC., 440 4th Ave., New York 16 


Crescent 


SURGICAL BLADES AND HANDLES 


~_— 
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-=VISIBAND..... 


The New-Type Dressing 
For BURNS, ABRASIONS 
and SURFACE WOUNDS 


STERILIZED - TRANSPARENT 
NON-ABSORBING - NON-ADHERING 


VISIBAND is a transparent, non-adhering dressing for use in the 
treatment of burns and abrasions, and used for skin grafts or any 
surface wound. VISIBAND consists of two strips of specially pre 
pared, sterilized cellophane tim. One strip, used as the base for 
medication, us perforated , the other serp is plain. The ease and 
simplicity of application ts illustrated Simple bandages hoid 
VISIBAND in place 
VISIBAND is non-adhering 
is removed without pain 
or discomfort 
VISIBAND is transparent 
permits inspection of wound 
without removal of dressing VISIBAND is quicker to ap- 
VISIBAND provides germ-re- ply requires less fre- 
sistant housing over any de- quent changes than other 
sired area nee lized dividual 
m sterilize imdividually 
VISIBAND is economical 25 per 
VISIBAND serves to prolong 


7 

. 

. 

. 

7. 
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. 

° 
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. 

e 
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. 

7. 

7 

the effective period of medi- e 
cation, which melts with 

body heat and flows through e 

the small holes in the perfo- e 

rated strip 6 

oa 
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- 

. 

* 

. 
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sealed envelopes. $2 
box of | dozen. 


1 Med 
plied to Perforated 
Vistband 


SOLE DISTRIBUTORS Send 


THE QUICAP COMPANY, INC. 
*Dept. «5: , 233 Broadway, New York 7: 


ication ap- 2 place over in- 3 
jured area medi 
cated side UP 


apply unper- 
forated Fisihand 
over medication 


Se ORISSA SLOG SEES SS ORS Fie, 


ARMSTRONG 
X-4 PORTABLE 
BABY INCUBATOR 


Sanetle 


MODEL “M-12” 
The Finest HOSPITAL -STYLED 


WASTE RECEIVER 


Ever Designed 


Never have we introduced a line that has met with so 
much enthusiasm as the beautifully streamlined, new 
Model “M” line of professional Sanettes, in 3 popular 
sizes. Hospitals and medical offices 
tell us that the styling is superb 
and the carefully planned range 
ot sizes gives them improved waste 
disposal facilities for every depart 
ment 
Your dealer has a display of the 
different 
and can make 
immediate de 
livery. Please 
Only 1 control dial ¢ Safe, low-cost, heat © Easy Seniel — 
to clean ® Quiet and easy to move ® Excellent saaigeesn igang A 
oxygen tent ® Fireproof construction ® Ball- folder S-32 


LOW COST 
SIMPLE 
SAFE 


» 


The Armstrong X-4 Baby Incubator is the 


only Baby’ Incubator tested and approved by 
; ze 
Underwriters’ Laboratories for use with oxygen abel 
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bearing, soft rubber casters ® Welded steel 
construction ® 3-ply safety glass ® Full length 
view of baby ® Simple outside oxygen connec- 
tion ® Night light over control © Automatic 
control ® Safe locking ventilator ® Safety 
locked top lid ® Both F. and C. thermometer 
scales © Low operating cost. 
Write for detailed descriptive bulletin 


THE GORDON ARMSTRONG COMPANY, INC. 
Division DD-1 ¢ Bulkley Building © Cleveland 15, Ohio 


|, January 1949 








Sand used 


Height 26” 
10” square 


MASTER 
311 Chicago St. 





OPEN TOP MODEL 
For disposal of 

linen, 
bandages 
paper 
cups. No inner 
pail. Provided 
with Sanette 
Waxed Bag Li 
ners 


soiled 
towels, 


METAL PRODUCTS, 


M-16 
With hot-dipped 
galvanized pail. 
Height 23”; 
10” square 


INC. 


Buffalo 4, N. Y. 














ED ETT rey poe 


WANT ADVERTISEMENT: 


MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 


eastern state; short distance from large metro- Chief; to take charge of department in fairly 

polis, university medical center; 200 students new hospital operated under American aus- 

school affiliated with college for five-year pro- pices in South America; $3600-$4000 including 

MEDICAL BUREAU—Continued gram; modern nurses’ residence; $4000-$4500 maintenance allowance; knowledge of Spanish 
Educational director; preferably someone desirable. (c) Chief and, also, assistant; com- 

modern and well equipped department 





SS ee ee ee saege r with training or experience in pediatrics; small pletely 
City ate tenbtiimel fat Meitiee ot se hoc hospital conducted under American aus- approximately 40,000 meals monthly ce ntral- 
x , pices; foreign appointment. (d) Science in- ized system; southeastern town of 35,000; $250 
nursing service and school of nursing to suc structor; central school of nursing; ten-month $300, complete maintenance. (d) Chief; 600-bed 
‘eed director resigning after twenty yes year: may report February or July Ist; univer hospital: dietary service employs 100 persons 
aes eae agit, ads adents; womar sity town, each; $3200. MH1-7 including seven technicians; 2000 meals daily 
with proven success in field of nursing admir ‘tive outpatient department: outstanding per 
istration required. (d) Director of nurses; gen NURSE ADMINISTRATORS —(a) Voluntary ri ay aneen. Sais 
eral hospital no der , iction; capacity hospital, general, of nearly hundred beds: med- nom: SequEeG; TReEK 4 i“ 
approximately &( . all-graduate staff: towr ical staff of 21 physicians; town of 10,000 PHARMACISTS—(a) Chief; one of the leading 
hospitals in Chicago area; $4200. (b) General 


f 10,000 locatec ort distance from severa located short distances from several larg 
2,000 located on 


Director east; $4800-$5400, or more. (b) Modern small hospital; 250 beds, town of 


arge cities middle 
$3600-$4800. (c) New gen- 


nurses; key nursing ‘ with American hospital; small town located in most attractive coast of California 
eral hospital, ultra modern, 300 beds; south- 


organization having operations in South Amer- summer resort area of the White Mountain 
eastern town of 150,000; excellent salary. MH1-9 


ica; degree and knowledge of Spar requi region. (c) To take charge of small hospital 
interesting proposition. (f) Director of nur cated in winter resort area of northern state 
: s’ NURSES og al duty and, also 
iniversity hospital; new buildings recently com preferably someone qualified to administer oc- TAF RSE ni Sent a : “ a } 
i ‘ ; es - urse; modern, well e »ped hospita 
pleted; schox f nursing to be established later casional anesthetic. MH1-2 eon Hage oll egy te E protease Ms aa 
of small size; college town, southwes $200- 
(ge) Assistant directs f nursing se — rTIeT 
ANESTHETISTS (a) For assignment ir $220, maintenance. MH1-10 
South America; well equipped neral hospital . , 
— wert aaa in betatioe eg ee SUPERVISORS—-(a) Obstetrical; one of Chi 
size; preferably one willing to combine 


perience in administering nursing 
sirable fairly large hospital 
town located or t of ¢ 

ties with ward supervising: stantial salary 


coas is 

$275 a month. MHI rs e 

- ’ tinuing studies $3600 (b) Central supply 
including complete maintenance, transporta- — . oe DF 


cago’s leading hospitals; opportunity for cor 


EXECUTIVE SECRETARY board of tion. (b) New hospital of small size; town of small general hospital located in winter resort 
‘ town substantial salary including complete 


nurse examiners luties surveying 16,000 as; $350, maintenance ) To join 
- maintenance; Flordia ) Psychiatric; to take 
25-man clinic long es : 
complete charge of 
7 is A ts s atr 1ursing i€ be« 1 
minimum $4000. MH1-¢ (d) Two: fairly large hospital; interesting city “y a1 psychiatric ee Saw ea nN 
J medical center winter re rt towr 
. itside Continental United States; $300, trans 
APPOINTMENT d i (d) I 
portation provided. MH1-3 . 


in residential section of eastern city; minimun 


and accrediting school f nur yr. formulating staff of anesthesiology 


standards of nursing educa ounseling tablished in university town of 60,000; $4200 program for affiliating stu- 


liatric; large teaching hospital located 
jeg 
DIETITIANS— (a) Administrative large sar $3400. (e) Surgical; vol ry hospital of more 


coast of Californi , 1 275 ‘ t atorium specializing in the treatment of pul than 200 b busy operating room depart- 


b) Educationa r ary f al of monary tubercuk pleasantly situated nea ment, preferably someone qualified to reorganize 


{ i ir i i < iniversity town fF 80,000; $3000-3400 t department: Califor a ind $3500. MHI-11 


nea be 


Continued on page 202 
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MESUT... 


1 Wilson Soda Lime, U.S.P., has been a medical 
standard for 28 years. 


2 Hospitals use three times as much* Wilson Soda Lime 
as all other CO2 absorbents combined. 


Testst show that, pound for pound, Wilson Soda 
Lime absorbs more CO2 than any other CO2 absorb- 


ent used for medical purposes. 


No wonder, dollar for dollar, Wilson Soda Lime gives 
the highest value at the lowest cost. 


“ Research-designed to make it the best 
Research-studied to keep it the best” 


IMMEDIATELY AVAILABLE FROM YOUR LOCAL SUPPLIER 


* Recent surveys showed that Wilson 
Soda Lime is used 7 to | over any 
othe 2 absorbent 

= rator ests supplied upon 


WILSON SODA LIME 


A Product of TIES ay OD ae CeO ae ta tte Caton tee 27 


CAMBRID 
2g GE nits tices = 


148,920 


hours of honor 


Yes, over 17 years of 
professional use and respect 
in offices, clinics and hospitals 


.in BURN THERAPY. 


ANTISEPTIC @e ANALGESIC 


EMULSION e OINTMENT 
*You’re invited to request samples and 
clinical data. 


CARBISULPHOIL COMPANY 


3118-22 SWISS AVENUE, DALLAS, TEXAS 
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KENWOOD 
BLANKETS 


ribbon bound or overstitched 
* 


KENWOOD 
BLANKETS 


a BLANKETS ” 


¥ 


for low cost durability 


#4 BLANKETS 


for service and economy 








See your Kenwood Representative, or send 
direct for swatches and full information. 


KENWOOD MILLS 


Contract Department 
F. C. HUYCK & SONS, ALBANY 1, N.Y. 
Please send complete information, prices 
and swatches, on blankets for hospital use. 
Hospital 
Address 
City— 


Administrator 














: 
' 
; 
’ 


ANESTHETISTS 





MEDICAL BUREAU—Continued 


MEDICAL RECORD LIBRARIANS 


Chief; to take charge 


MH1-s 
MEDICAL PERSONNEL EXCHANGE 
Formerly 
Nurses’ Exchange and Placement Service 
Nellie A. Gealt, R.N. Director 
4707 Springfield Avenue 
Philadelphia 43, Penna. 


ADMINISTRATOR~— Mak he 


pital in pe t 


MEDICAL PERSONNEL—Continued 


DIRECTOR OF NURSING~—-Virginia; starting 


$4200; maintenance includes apartment 


WOODWARD MEDICAL BUREAU 
(Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Avenue 


DER TESTA —Chlldve Chicago 1, Illinois 


$4200, maintenance 


rthopedic hospital; t« 


LAY ADMINISTRATORS -(a) 


eral; building program planned; state college 


100-bed gen- 


DIRECTOR OUT-PATIENT DEPARTMENT 


.P town: ce 
-bed Pennsylvaniz $4000, maintenance . 


s manager; group of 
Angeles 
ral hospital; pop 
TECHNICAL LIBRARIAN —-T t 


trative charge f research 


ely owned by 


rthwestert 


SUPERVISORS excelle 
pediatr 100-bed he ita Nev = ores ospits ast central. (g) Municipally 


ical center. th 
edited 
FACHA 


RECREATIONAL DIRECTOR — Capable of 
dinating recreational activities of several « 
chiatric institute; psychiatric 


but ability to work with 


TECHNICIANS—(a) Laboratory: New dency, PLACEMENT BUREAUS 
$250, mea and r y ising available. (b) 
X-Ray; 5 California; $3000 ZINSER PERSONNEL SERVICE 
meals, laund Anne V. Zinser, Director 
Suite 1004—79 West Monroe Street 
Chicago 2, Illinois 
MEDICAL SOCIAL SERVICE CASE WORKER 
New England tarting $2600 for 


We have many good openings for Directors of 
experience Nurses, Instructors, Supervisors, Dietitians 
Medical Technicians, Record Librarians and 
Staff Nurses. If you are looking for a position 
please write us 


applicant 


We Make No Charge For Registratior 


Continued on page 204 





1k SURGEONS 
o There 
ire popule tyles di TE the Torringtor 
Surgeons Needle ‘ rder fro our ba, ta 


y dietributor 


SHARP 


CUTTING EDGES 
plus STAINLESS STEEL PROTECTION 
—Torrington Surgeons Needles 


The keen points and sharp cutting edges 

of ‘Torrington Surgeons Needles help 

minimize trauma of even the most deli- 
cate tissues. And thanks to stain- 
less steel composition. Torrington 
Surgeons Needles provide com- 
plete overall protection from cor- 
rosion and rust. 


moiature-proof er 


sy, positive ide 


THE TORRINGTON COMPANY 


Torrington, Conn Specialists in needles since 1866 
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DOES YOUR MOVABLE 
EQUIPMENT “’DRAG ITS 


OUR best prescription 
for squeaky, balky, 
hard-moving beds, tables and 
other hospital equipment is 
immediate application of 
quiet, smooth-rolling BASSICK 
“DIAMOND-ARROW” CASTERS 
Designed to move hospital equip- 
ment with exceptional ease and 
quietness, these casters incorporate 
full-floating ball bearing swivel 
movement for easy maneuvering. 
*‘Diamond-Arrows’’ are America’s 
biggest-selling quality casters 
made by the world’s largest caster 
manufacturer. A size and type for 
every application. Write to THE 
BASSICK COMPANY, Bridgeport 2, 
Conn. DIVISION OF STEWART- 
WARNER CORP. In Canada: BASSICK 
DIVISION, Stewart-Warner-Alemite 
Corp., Ltd., Belleville, Ontario. 


Bassick | 


MAKING MORE KINDS OF CASTERS 
- MAKING CASTERS DO MORE 








51 YEARS SERVICE 
1898 to 1949 


= PROVIDING 
Indelible Inks 
Linen Markers 
Metal Dies 


Pens 


at 


PEN. STENCIL” 
OmiGaTts veut 


<a 


Everything for Superior Marking of 
Linens and Uniforms. 


Write for details of the time saving, money saving 
Applegate System. 





APPLEGATE 
CWEMICAL COMPANY 


5632 HARPER AVE. ae 
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Renal CHICAGO 37, ILL. 


Modern General Electric 
Heavy-Duty Cleaners 
are thorough 
yet speedy 

CLEANING of rooms that are 


in almost constant use requires 
odern equipment—if the task 
is to be done as well, as quickly 
and as often as you want it to be 

General Electric engineers have 
onsidered hospital requirements 
in designing these heavy-duty 
vacuum cleaners. They are ideal 


for such purposes as 


@ wet as well as dry pick-ups 
on floors 

@ removing coarse litter such as 
tracked-in gravel, papers, etc. 

@ dusting polished surfaces with- 
out scratching 

@ cleaning draperies, curtains, 
and other hard-to-reach areas 

@ thorough vacuuming of mat- 
tresses, springs, and floor cov- 
erings 


GENERAL 


COMMERCIAL CLEANERS, Dept. 22-511 
ELECTRIC CO. 


GENERAL 


ADDRESS 


Above-the-floor areas are 
easily reached 


The speed, ease and th 


f General Electri 


pring 


on will 
tormation 
leaners 
rvey, made with 
obligation, will be ar 
yu wish 


SEND TODAY! 


learn about 
G-E Heavy-Duty 


Cleaners 


Bridgeport 2, Conn 


— ee ee ee ee ee ee ee ee es 


TATI 


i i ee 
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PLACEMENT BUREAUS 


L. A. MEDICAL 
756 So, 


BUREAU 
Angeles 14, ¢ 
Telephone Trinity 618 
Harry F. Me‘ 


invite from 


(Agency) 
Broadway, Los calif 
afferty, Owr 
Employer 
Applicant 


Californis 


We 


Personnel and 


inquiries 
from 


tions in the Southern 


MEDICAL-DENTAL PERSONNEL BURE 
OF SPOKANE 

M.T., 

525 Paulsen Bldg 


Mary Lowry, Director 


Spokane 8, Washington 
Many Good Positions in All Medical Specialties 
Great 


Write us for full details 


in the Northwest 


SHAY MEDICAI 


Us Outlining 
What Y 





PLACEMENT BUREAUS 


BROWN’S MEDICAL BUREAU (Agency) 
7 East 42nd Street 
New York City 17 
are seeking a position or personnel 
Gladys 
Do Not Charge a Registration Fee 


FOR SALE 


ALSOP MIXERS 


FOR SALE 


New and used hospital equipment bought and 
sold. Large stock on hand for the physician, 
hospital and laboratory. 


want or 


Write for what you 
If you have for sale. 


please write. Brown, Owner-Director 


, HARRY D. WELLS 
We 


400 East 59th Street. New York City 


\UTOCLAVES 


mixers with glass-lined 


t and propellers. 15 
rifice for $110 
MW 30 


Michigar 


each rhe « vo 
The original lipping eas stra heating ele 
Avenue 


quantity 
$450.00 one 
nstallatior 
. New York 
FIRE ESCAPES 


Spiral or Tubular Slide Type for use in remov- 


ing bed-ridden patients on mattresses. More 


than 8000 in use. Catalog on request. 
POTTER MANUFACTURING CORP 


6116 N. California Avenue, Chicago 45, Illinois 


MEDICAL AUDITS 


NURSING AND MEDICINE HENRY G 
We have in 
book published. 
Write Chicago Medical Book Company, 
Streets, 12, 


FARISH, B.B.A., M.H.A., 


New York 


M.D 


stock every nursing or medica! Southamptor 
Lowest prices with unexcelled 
Hospital 


Americar 


service Former Representative, Standard 


Congress and Honore Chicago zation Department, College of Sur- 


ois geons 


Continued on page 206 





Granulated 
BOUILLON CUBES 


asa hot drink... 


asa basis for cooking 


BOUVILLON STIMULATES 


CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi'’s Granulated 
Bouillon Cubes made into a delicious ‘‘broth" 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 
Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 
palatable. 


Order from your supplier today 


3 OTHER MAGGI FLAVOR FAVORITES 
® Maggi’s Seasoning 


ULATED 
tLLom-cuses 


® Maggi's Gravy Powder 
® Maggi's Flavoring Powder 
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BUNKESLEE,— 


NO-GEAR PEELER 


finish oF 
9g Stain- 
d Con- 


Duco 
gieamin 
less- cl a 
struction. 


Built-in drawer type 
peel trap requires noé 
ditional floor space ¢ 

is easy to clean 





No-gear drive elimi- 
nates noisy gears and 
expensive and incon- 
venient replacement of 
worn parts. 


STREAMLINED, 


Here is the ultimate in functional design 
achievement. These revolutionary new Blakeslee Peelers use 
far less floor space. Their streamlined, smooth lines permit 
easier cleaning and are more easily adaptable to any kitchen 
layout. Door opening can be easily adjusted to four different 
positions. Also furnished with long legs for direct discharge 
into a sink. 





SPACE-SAVING DESIGN 


and engineering 


__ DON’T THROW AWAY 
C_ 1 BUSHEL OF EVERY 5! 


| 
ca 


Hand peeling is costly ... wastes 20°; 
of potatoes and vegetables. Blakeslee- 
, Built Peelers are made with an abra- 

sive disc and abrasive 
side walls in the peeling 
This makes 


a more rapid 


chamber. 
possible 
- and thorough peeling... 
“*flats”’ 


removes only the thin 


eliminates 
outer skin... saves all 
of the vegetable and its 
precious food value for 
Cut cost! Start 
Saving today witha 
Blakeslee no-gear Peeler. 


BLAKESLEE 


PEELERS ° MIXERS 


serving. 


pimee f 880 


fy, BUILT 4) 
"Chen mnow*Z 


DISHWASHERS e 


G. $ —_ & CO., Main Office: CICERO STA. CHICAGO 50 
NEW TORONTO, ONT. 
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More than 7} million 


persons eat food 


cooked in steam 


cookers—every 
day. That’s a lot 
of people, a lot of 
steamers, and a lot 
of users. Would YOU 


like to know more 


about st ‘aming? 


Steam-Chef Cookers 
are chosen by thou- 
sands of progressive 
food service opera- 
tors, large and small 
— hecause 
they save time 
and labor, 
prepare _ bet- 
ter food, cut 
down shrinkage and 
waste. Made in sev- 
eral sizes and types, 
to suit your require- 
ments. Operated by 
steam, gas or elec- 
tricity. Our 48-page 
booklet “For Better 
Steaming” tells what 
steaming will do for 
you. Send for it. 


THE CLEVELAND RANGE COMPANY 


3333 LAKESIDE AVENUE CLEVELAND 14, OHIO 


For BETTER Steaming- 


STEAM -CHEF 














SCHOOLS—SPECIAL The MARGARET HAGUE MATERNITY JERSEY CITY MEDICAL CENTER SCHOOI 
HOSPITAL. The largest hospital in the coun- NURSING off t d 


OF ers ) ialific graduate 


INSTRUCTION try offers the following to registered, profes- wasann 2 Seuraieeths abaree- ts Onevebinn seat 


sional nurses of accredited schools: technic Full maintenance and stipend 


Four Months’ Course vranted Apply to Director of Nurses, Jer 


JUNIOR COLLEGE OF PHYSICAL ne ty Medical Center, Jersey City, N.J 


THERAPY. Inc Included are obstetric lectures, nursing 


lasses techniques, laboratory science, nutri- 

tion, mothers’ health and socio-economic as 

pects. Supervised experience is given in ante- QUEEN OF ANGELS HOSPITAL, Los Ange 
intrapartal, postpartal and newborn les, California, offers : ourse for 


“are with a minimum of twenty-five aE bate Ch aduals 

rt intensive course f " . graduate irses rb cs lasses admi 
of clinical instruction Students may a 
ted January 15 and Jul , or further infor- 

ne arranged at any time ect ie month's experience in premature nur- . ae 

. mation apply to t ctor of Nursing, 2301 
formula room, isolation, antepartal or 
and field service 


f Physical Therapy——-Two-year 
high school graduates, leading t& Six Months’ Course 


legree of Associate i rience. Graduates in Following the above program, a two months The PROVIDENCE LYING-IN HOSPITAI 


urse is offered to students who have demon offers to qualified graduate nurses a fou 
nursing . 
strated potentialities for head nurse responsi- months supplementary clinical course in Ob- 


lege student mitted to ser year bilities. It includes instruction in principles stetrics. Full maintenance and a stipend of 


ane thods used in cl 8 >ac yrogram > 
and method ed in clinic ; en — $68 a month is provided. For full fortnation. 
. and ward management. Students plan and con ‘ 
Medical Secretary ne-year ir f “ir apply to the Director of Nurses, rovidence 
juct their program of clinical instruction with I 
. ospital. Providence 8 we 
school g te rey and on the head n i serve as assistants. They ying-in Hospital, F lence Rt 
ipervised by the instructor 
Combined 


SCHOOL FOR LABORATORY TECHNI 

Classes admitted every other month begin- CIANS 
ning February Ma *nance and stipend of 
$75.00 per month grs d. Write for catalogue 
Address Rose A. Coyle, R.N Director of Association For further information, write 
Nurses, 88 Clifton Place, Jersey City 4, New the Director of Laboratories. Barnes Hospital 


Duration of course, 1 year. Tuition, 
$100.00 approved by the American Medical 


"resident, 262 


Jersey 600 S. Kingshighway. St. I M 


Continued on page 208 








WATER TEMPERATURE 
MAINTENANCE | s is to be CONTROLLED in HOSPITALS 


ON EVERYDAY 


there is a 


FOR ALL FLOORS... Ui LEONARD 


Whether wood, marble, terrazzo, linoleum, 
rubber tile, asphalt, concrete or composi- ; REG. U S. PAT. OFF 
tion floors—you can keep floors looking right 


. with less labor and lower cost... using 4 THERMOSTATIC 


an American DeLuxe Machine! Use it to 
scrub, scour, steel wool, polish, buff or ; WATER MIXING 
disc sand. Maintains full power and , 

: VALVE 


brush speed on any floor. Satety-Grip 

Switch on handle... plus more new ’ 

features. Three sizes—13, 15 and ° 

17 inch. Send for catalog and > to do the job 
prices. The American Floor 

Surtacing Machine Co., 

$46 So. St. Clair St., 


ae 4 
Toledo 3, Ohio. wee: Available in 62 Types and Sizes 
WRITE FOR CATALOG G 


M E R I C A i LEONARD VALVE COMPANY 


FLOOR MAINTENANCE MACHINES ELMWOOD STATION - PROVIDENCE 7, R. I. 
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More Truth than Poetry .. . but 
it Tells Why Patients Prefer 


~ tM 


the Bed Pan 
that is de- 
signed to 
offer greater 
comfort to 
bed-fast 
patients. 

Write for this 
interesting 
folder ... it’s 


The Jones 
Metal Products Co. 
West Lafayette 
Ohio 
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The drawing at the sit shows how two Eialecbs 106° 
single Beds are converted quickly into a space-saving Double- 
Decker of secure rigidity. Ladders and guard rails are also 
svailable, The 1005P Bed is one of the pieces in our completely 


tandardized room group built specifically for dormitory service, 


and available now in Rock Maple or Walnut finish. 








FICHEN LAU S a = _ with illusteations 


ions of all Dormitory 


For Better Furniture 
3501 BUTLER STREET PITTSBURGH 1, PA 
tstasesmeo a? 





sent upon request 
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We Are Specialists in the 
INSTALLATION and OPERATION 


RADIOS 
HOSPITALS 


No longer need the world news, football 
games, or the mystery stories echo through 
the halls of the well administered hospital 
No longer need doctors, nurses and other 
patients be unwilling listeners. Our tech- 
nicians have produced a specially engi- 
neered, personal Hospital Radio which to 
gether with our unique installation and op- 
erating phan insures the hospital of reduced 
noises, more comfortable patients and in- 


creased revenue at no additional costs 


Write Today for List of Hospitals 
Now Using These Radios 


COLUMBIAN PRODUCTS CO. 


505 N. LaSalle St. © Chicago 10, Ill. 


from the Janitor Supply House 
DISPLAYING THIS EMBLEM! 


Not only is The NATIONAL SANITARY SuPPLY ASSOCIATION Member able to 
supply everything you may need in sanitary supplies, cleaning equip- 
ment, sanitary chemicals, etc., but his knowledge, acquired through 
years of specialized Sanitation and Maintenance experience, is at 
your command and may prove helpful to you in speeding up your 
cleaning and sanitation program; may help you save time and money. 
We are sure you will find it both PLEASANT AND PROFITABLE to consult 
© NATIONAL SANITARY SUPPLY ASSOCIATION MEMBER about any of your 
cleaning, maintenance and sanitation problems. 


NATIONAL SANITARY-SUPPLY ASSOCIATION 


(INCORPORATED NOT-FOR-PROFIT) 
National Headquarters 139 North Clark Street, Chicago 2, Ill. 
Leo J. Kelly, Executive Vice-President 
PYTTTYILTILITI 
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SCHOOLS—SPECIAL 
INSTRUCTION 


HERRICK MEMORIAL HOSPITAL offers the 


Her 


Give the 
TRUSTEE FORUM 


TO THE MEMBERS OF YOUR 


Governing Board 


The “Trustee Forum” contains a group of 


carefully selected articles (taken from cur- 


BOOKS 
FOR SALE 


rent issue of The MODERN HOSPITAL) 
that have been briefed and digested to 


save time of the trustee. 


CORNELL CONFERENCES ON THERAPY 


The newly published VOLUME III offers fifteer 


THE MACMILLAN COMPANY 


New York 


Price: 


The charge is five cents a copy per month. 


Minimum order is for five copies monthly. 


Published by 


The MODERN HOSPITAL PUBLISHING CO., Inc. 


919 N. MICHIGAN 


CHICAGO 11, ILL. 





Clean your RUGS ano FLOORS 


this Easy, Quiet, Inexpensive Way .. . 


%& You will see an amazing difference in floors 
scrubbed, waxed and polished with a Lincoln 
floor machine 
smoothly . 


te] 
Lincolns perform quietly and | ie 
. never disturb your orderly routine 
Results speak instantly of good management 


—P— The Lincoln 


RUG SCRUBBER 


magine Lincoln Rug 
and =Carpet Cleaning 
machines thoroughly ; 
shampoo your rugs and anne 
arpeting on the floor FLOOR 
Restore their bright SCRUBBEF 
ustrous, true color value or 
and original textur 
g a er e RUG 
SCRUBBER 
FREE DEMONSTRATION on your own 
floors. Write for a cost-free demonstration of 
Lincoln Floor and Rug Scrubbers. No obligation 
More Than 50 Models 
to Choose From 


The Lincoin 
Twin Disc 
SCRUBBER 
and 
POLISHER 


Lincoln 


Single 


Representatives in All Principal Cities 


FLOOR MACHINERY COMPANY 
1256 WEST VAN BUREN ST.. CHICAGO 7, ILLINOIS 


World's manufacturer of the most complete line of floor maintenance 





For the Comfort of Your Patients— 
for the Convenience of Your Staff 


The Margaret Hague Maternity Bed 


Manufactured Exclusively by 


No other hospital bed has been produced that offers equal 


advantages in comfort. in ease and speed of operation, in 


convenience 
For « 


Built-in 


in handling patients 
omplete information about construction and special 
features of this and other hospital room and ward 


beds and furniture. write 


FRANK A. HALL & SONS 
Since 1828 
200 Madison Avenue, New York 16. N.¥ 
Factories at 120 Baxter Street. New York and Southfields, N.Y. 


HALL BEDS WEAR LONGEST GIVE BEST SERVICE 
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Evenflo — Ideal For Premature and Normal Babies 


America's 


* 
ven © Most Popular 
— Nurser 


Modern Evenflo Nurser is 
commended by doctors and 
nurses for its better nursing 
action which helps babies fin- 
ish their bottles better. They 
like its nipple, bottle, cap all- 
in-one which sanitarily seals 
nipple and formula. Write 
for special prices to hospitals. 

_ Dept. M, THE PYRAMID RUBBER CO. 
\ Ravenna, Ohio 


KK 
7 


Ar 7] 


4 02 
4 Hospita 
Size 
x , x 
F *Reg.U.S. Pat. OF. 


L} 





THIS .-- 
you HAVE BEEN ASKING FOR 


@ Six removable receptacles in 
metal rack 

@ Interchangeable with meat tray. 

@ 20 gauge seamless stainless steel 

@5'o" x $y" x 2'9”" deep. Capac- 
ity 1°, quarts 

@ Individual covers at no extra 
charge. 


K ad ee. 


The many valuable advan- 
tages of Ideal Food Con- ¥ 
veyor design and construc- 

tion cannot be found in 

any other unit. Available in 
many different § models. 
Write for Catalog 


Dietitians asked us to develop a 
multiple entree service tray for special 
diets, that could be used as an integral part of any 
Ideal Food Conveyor. Here it is. You simply lift the 
meat tray out of the Ideal and drop in the Ideal Spe- 
cial Diet Tray. Six different kinds of food are kept 
hot and reach the special diet patients with 
kitchen freshness and real appetite appeal. 
THE SWARTZBAUGH MFG. COMPANY, TOLEDO 6, OHIO 
Established in 1884 
Distributed by The Colson Corporation, Elyria, Ohio 





That's only part of the 
“MOP WRINGER NEWS” 
made by GEERPRES 


hal To get the reasons back of this story—why 
= GEERPRES makes floor cleaning so much 

70 2 OF aycud 
ur ve or? easier, more effective and lower in cost— 
write for a catalog and price list, pick the 
size you want and order one. One look ata 
GEER PRES and you'll see the difference, too. 


Ask for Catalog #946 


“GEERPRES WRINGER, INC. 


Manufacturers of High Grade Mopping Equipment 


P. O. BOX 658 MUSKEGON, MICH. 





ADVANCE FLOOR MACHINE CO., 2617 S.E. 4th St., Minneapolis 14, Minn 
Send full information on ADVANCE y 


Scrubs - Steel Wools- 
Waxes - Polishes 


For scrubbing, steel wooling, 
waxing or polishing all types o/ 
hospital floors and corridors, the 
beautifully streamlined new 
model ADVANCE "Lowboy" is 
your best buy. You'll get the 
work done easier, faster and bet- 
ter—at lower cost. No experi- 
enced help required. The ‘Low- 
boy" is made in 6 models to 
meet every need. Proven by 20 
years of service in hospitals, in- 
stitutions, sanatoriums, etc. 
Write or send coupon for full 
information. 


ADVANCE “Lowboy” wisgebgary: 


Lowbo 








California: The Colson Equipment & Supply Co., Los Angeles ond Street Address 


Sean Francisco .. . Canada: The Canadian Fairbanks-Morse Co. 





L. 


City 
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E&J Folding WHEEL CHAIRS 
— UALITY 
outstanding 


ad CONOMY 





pEQuoy EPENDABILITY 
SHEETS 


PILLOW CASES 


America’s Most Popular Sheets 
More than 144 threads per inc h 





Compare the space required for two, non-folding chairs with 
that required for five folding E & J Wheel Chairs. With hos- : F 
pital space requirements at an al! time high, isn’t it logical to ~ 4 

specify E & J Folding Wheel Chairs for hospitals, sanitariums , { O| \( )| 
and rest homes? Hospital superintendents are cordially invited Pee . 

to write for a catalog and full particulars about the complete ” 

line of E & J Wheel Chairs, parts and accessories. Custom PERCALE America’s “best-buy” util 
designed models a specialty ity perc ales. More than 180 














threads per in h 





Lightest ‘ Width open 
and Strongest hone Ne ‘ 24 inches 
Chromium is : eb Folds to ™ 1 
Plated - ie 10 inches . . 
2 PEQUOT 
~~ , 
TRAVELER UNIVERSAI fm Combed ¥ Jie 
MODE! MODE! PERCALE y America’s loveliest luxury 


percales More than 200 
SHEETS aND PILLO® Casts 


ees Ae rec) threads per inch 
EVEREST & JENNINGS bept.54 aia 


. ™ SANTA MONICA BLVD. - LOS ANGELES 46, CALIF. Pequot Mills, General Sales Offices: Empire State Bldg 


New York | © Boston ¢ Chicago * San Francis * Dallas 














HOSPITAL 4 
TESTED 
GLASSWARE we MLN 





HILLYARD’S FLOOR TREATMENTS 
protect every type floor in 
every type of building 

% Hillyard’. Floor Treatment and Main- 


tenance Products are made with four 
things in mind... SAFETY, ECONOMY, 
PROTECTS the floor surface and PRO- 
LONGS the life of the floor. Building 
‘ Custodians have been amazed when they 
- (7 . see Hillyard’: Maintenance Specialists 

P te practically put a new floor over the old 

. : with Hillvard’s Floor Treatments and 

eae EX Methods. and follow up with Hillyard’s 
rae. Te Method-. 


Maintenance 





Sold through a HILLY ARDS MACHINES eeltonian, steel wool 
ethical supply houses chine for dry polishing floors with 
only 


steel wool, Lees economical steel wool im rivet form 


Hil. Bos t Single- Brust all-p machine for 


rubbing, polishing, ste wooling and shampooing 


A catalog of (WERTEX) glassware will be sent to you upon request. “There. is a a ene eee eee See 


your waxing machine ¥ construction- gees easily 
under desks. Sizes 6 19” and 22 


Kindly state your supply house name. 


MERCER GLASS WORKS, INC., 725 Broadway, N. Y. 3, N. + HH THR 1) mya tae 


Surgical « Laboratory + Scientific Apparatus * General Supplies 





DS uw. O1s Te eu Tons MILLYARD CHEMICAL CO., ST. JOSEPH, MO. —— sa: 
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You Can Depend 
on RANFAC! 


Make floor finish 
. A : @ Quickly and at low cost, the Solid disc covers completely, 
. honed perfectly exclusive Brillo cross-stranded works rapidly. Four grades for 
i pa 2 dre 9 steel fibers clean, prepare floors all floor upkeep jobs and floor 


rigid for waxing, harden wax and materials. Sizes for all machines. 


at ‘ polish to a long-lasting luster. Brille Mfg. Co., inc., Brooklyn, N.Y. 
Manufacturers of precision syringes and needles for over 


fifty years. Available at your local surgical supply dealer. 
For a complete list of RANFAC Products write for our 


catalog today. st 
= helpful folder 


< G 
(/ unilall — Ain tacy | oysorulion— on low-cost SOLID-DISC STEEL WOOL 
floor upkeep 


123 i, BOSTON. 30. MASS.USA FLOOR PADS 




















Most hospitals today USED X-RAY FILMS 


use 


DISPOSABLE NEEDED 


* WUICAPS . 


NURSING BOTTLE 
CLOSURES **Write for 


Prices 


**We pay shipping cost. 


ww 


DONALD McELROY 


ssional samples. The Quicap Co 
Dept H-33. 233 Broadway 
New York 7 N Y 


idea conaaillliladetaty ginchiows: t 622 Monroe St. Chicago 6 
4 y prote 
! 














FOR DEPENDABLE IMMOBILIZATION 


HARD-COATED * PLASTER-OF-PARIS 


0 ee ES 
VA pista 
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Cubicle Screening Equipment 


curtain track devel 
Company ts 


cubicle 


Hill-Rom 


The new 
oped by con 
e 
"2 





structed to overcome the problem ot 
whipping curtains around corners with 
out tugging or pushing. Construction ot 
the new unit consists of a channel of 
16 gauge cold rolled steel with an “I 
beam” track of 24 gauge cold rolled 
steel, cadmium plated and spot welded 
in the channel. Nickel-plated brass roll 
ers move smoothly and_ swiftly 
the track whether on straight sections 
or around corners. Cadmium plated 
piano wire is used for the curtain hooks, 


over 


from which the curtains are easily re 
moved for cleaning. The system pro 
vides quiet, easy operation with screen 
curtains available for instant use 
when needed 

The track for each bed unit is made 
in one piece, without joints, supported 
by wall brackets and by a plastic rod 
which is firmly anchored in the ceiling. 
The channel and track can be enameled 
to harmonize with the wall finish if de 
floor obstructions 


ing 


sired. There are no 
with this system which is simple to 
install. The Hill-Rom Company, Inc., 
Dept. MH, Batesville, Ind. (Key No. 


359) 


Adhesive Dispenser 


The Cut-Rak adhesive dispenser has 
been redesigned to allow for quicker, 
cleaner cutting of adhesive plaster. Only 
one hand need be used to remove the 
desired length of plaster from the roll 
The plaster is pulled from the roll to 
the desired length, the cutter slides easily 
across the plaster which adheres lightly 
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to the guide runners, and the plaster 
is lifted from the Cut-Rak. Plaster can 
thus be used directly from the roll and 
need not be placed in its various lengths 
and sizes on the side of the examining 
or treatment table. The Seamless Rubber 
Co., Dept. MH, New Haven 3, Conn. 
(Key No. 352) 


Cadillac Ambulance Motor 


The 1949 Cadillac ambulances, as well 
as all 1949 Cadillac cars, will be powered 
by the new Cadillac high speed, high 
compression engine which has been un 
der experiment and test for more than 
ten years. An original conception of 
valve-in-head V-type 8, the new engine 
has a proved decrease in fuel consump 
tion under most driving conditions while 
giving increased power and _ speed. 
Cadillac Motor Car Div., General Mo- 
tors Corp., Dept. MH, Detroit 32, Mich. 
(Key No. 353) 


Surgical Green Gloves 


Neoprene Rollpruf surgical gloves are 
now available in a new color known as 
surgical green. This color was adopted 
for neoprene gloves primarily to make 
them immediately distinguishable from 
latex rubber gloves, even after markings 
have worn off or become illegible. In 
addition, the color is restful and it does 
not in any way affect the quality or 
performance of the gloves. The Pioneer 
Rubber Co., Dept. MH, Willard Ohio. 
(Key No. 354) 


Letheray Units 


New Letheray units have been de 
signed for use in protecting stored foods, 
drugs and other products from air-borne 
bacteria and mold spores. They may be 
mounted flush on ceilings or over tables 
and conveyors in store rooms, kitchens 
and other locations where supplies are 
stored or handled. These ultraviolet units 
are designed for direct irradiation of sup 
plies or of the surrounding air. The 
units are equipped with adjustable lou 
vers which can be set to direct or baffle 
the germicidal rays as desired. They are 
also suitable for protection of personnel 
through destroying air-borne bacteria. 
Hanovia Chemical & Mfg. Co., Dept. 
MH, Newark 5, N.J. (Key No. 355) 


Surgical Soap 


The new Septisol Water Conditioned 
Surgical Soap is designed to be mixed 
with ordinary tap water and still remain 
clear and provide the maximum in 
cleansing efficiency. The soap was de 
veloped to overcome the causes of soap 
irritation; the effect of alkalinity on the 
skin and the defatting of the skin by 
the cleansing action. An organic seques 
tering agent has been added to the new 
the effects of hard 
it dilutes clear with water 
above average hardness. The 
soap has been thoroughly field-tested in 
hospitals with exceptionally satisfactory 
results. Vestal, Inc., Dept. MH, 4963 
Manchester Ave., St. Louis 10, Mo. (Key 
No. 356) 


overcome 
water, thus 


soap to 


ol even 


Babybeauty Crib Mattress 


The new Babybeauty crib mattress has 
been developed by Simmons Company to 
conform to standards established through 
a survey conducted among physicians, 
pediatricians, obstetricians and general 
practitioners. It has been proved superior 
in firmness, resilience, construction, coil 
strength, rust resistance of cover, urine 
resistance of cover and thread count of 
cover through laboratory tests conducted 
by the U. S. Testing Company. 

The new mattress is designed to give 
firm support for the child’s back and 
the Perma-Posture inner padding stays 
flat, level and free from hollows even 
after tests duplicating years of service. 
The Slumber Seal cover is actually wash 
able and will not crack or peel. Inner 
construction of the mattress consists of 


70 balanced coil springs which were 
especially designed for scientific support 
of the baby’s weight. Simmons Com- 
pany, Dept. MH, Merchandise Mart, 


Chicago 54. (Key No. 357) 
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Address manufacturers for further information and prices—or use Readers’ Service blank on page 220 











Hi-Lo Bed 


The Hi-Lo bed is designed to permit 
the patient to rest at normal home bed 
but to be 
treatment 


height ot 17 inches raised 
comtortably and smoothly to 


height of 


seconds 


inches in a matter of 55 
The bed has been thoroughly 
was developed to 
increase patient safety and minimize the 


he spital tested and 


bed falls, to 
reduce nursing service time and to pro 
ambulation and patient com 


possibility of injury from 
mote early 
fort 

Che bed is raised or lowered by mech 
inism concealed in the end tubing with 
1 motor unit below the spring. It is op 


erated by a three position toggle switch 


hl 


in the footboard which is not accessi 


can be operated 


height of 


to the patient. The bed 
to be level with the 
wheeled stretcher but 

it the high oO 
lifetime 
lubrication. 

The bed 

gatch type spring 

cranks, 3 ball-bearing casters with 
two brakes and 


standard 


any 
1utomatically stops 


The $ h.p. 


motor I iS S€ aled n 


r low level 
brushless 
tandard two-cr 


with _ telescoping 


has a ank 


inch 


1 
overed sockets to re 
} 


irrigation rods 


the de 


ceive or Balkan 


It is available in luxe 
model with inset head and foot panels 
of Frosted Walnut tubing 
finished in satin chrome and the stand 
ard model without panels and with tub 
ing finished in enamel. Hospital Furni- 
ture, Inc., Dept. MH, 936 N. Michigan 
Ave., Chicago 11. (Key No. 358) 


frames 


with end 


Light Directing Glass Blocks 


New prismatic light directing glass 
blocks have been developed for use on 
elevations exposed to direct sunlight. ‘The 
improved prism construction on the in 
terior of the blocks is designed to min 
imize brightness contrast to give a uni 
form diffusion by redirecting transmitted 
light to the ceiling and rear of the room 

Soft-light edge blocks are another new 
ontrol I 


development t rightness con 
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trast between edges and block faces. In 
troduction of an intermediate glass com 
position between the halves of glass 
blocks during the sealing operation con 
trols light diffusion and edge brightness 
of the blocks. The new block transmits 
just enough light to provide a comfort 
able transition between the lighter block 
surface and the darker mortar joint. 
Pittsburgh Corning Corp., Dept. MH, 
632 Duquesne Way, Pittsburgh 30, Pa. 
(Key No. 359) 


Electric Hand Drier 


The new electric Airtowel hand drier 
operates by means of a sturdy foot switch 
mounted on a heavy steel platform. The 
universal motor with self-oiling bearings 
instant hot air which dries 
hands in approximately 40 seconds. The 
heating element is constructed to give 


} rovides 


long, trouble-free service and operates on 
115 volts AC or DC. The unit is easy to 
install and inexpensive to operate. Morici 
Products Corp., Dept. MH, 835 W. Mad- 
ison St., Chicago 7, (Key No. 360) 


Yale Heavy Duty Tubular Locks 


The new line of Yale Heavy Duty 
Tubular Locks contains five basic lock- 
sets, with four of them having the op 
tional deadlocking bolt to make nine 
different models. They include all im- 
portant lock functions, from a connect- 
ng door with a plain latchbolt to an 
entrance door where double lock cylin- 
ders are required. Yet all 
uniform in appearance and completely 
interchangeable. A feature of the new 
ine is the fact that total installation time 

only about 10 minutes, thus making 
a great saving of time in new 


construction where many locks must be 


models are 


possible 
installe 
Each new lock is especially packaged 
in four units at the factory to facilitate 
installation. The locks are so designed 
» to fit doors of different thicknesses and 
the key-in-the-knob feature of the new 
locks simplifies the detail on the faces 
of doors. The locks contain self-lubricat 
ing, anti-friction latchbolts for quiet, easy 
operation, they can be master-keyed or 
keyed alike with other Yale Jocks, are 
made of pressure-formed metals for ex 
tra durability and finished in polished 
or dull brass, bronze and chrome. The 
Yale & Towne Mfg. Co., Dept. MH, 
Stamford, Conn. (Key No. 361) 


Paint Remover 


Oakite Composition No. 15 is a cold 
solvent material designed to remove paint 
and similar finishes from metal surfaces 
with a minimum of time and effort. It 
can be used on steel, galvanized iron, 
aluminum, copper and brass without 
harming the metal. It can be applied by 
immersion, swabbing or brushing after 
which loosened paint particles are re 
moved by hot pressure-rinse. Oakite 
Products, Inc., Dept. MH, 118B Thames 
St, New York 6. (Key No. 362) 


Fire-Resistant Finish 


Fyr-Kote is a fire-resistant finish which 
has all the qualities of fine paint with 
fire-retardant chemicals added. The 
product resists fire by a chemical reac 
which releases carbon dioxide to 
smother flame, a tough fusion film 
which forms to reduce heat and oxygen 
reaching the wood fibers and the use ot 
a non-inlammable resin base. 

Fyr-Kote is available in Interior Flat 
Finish which is washable and comes in 
white and five pastel tones, Brilliant 
Base Coat, which is a white interior un 
dercoat, and Brilliant Finish, which is a 
lustrous white enamel. The Fyr-Kote 
Co., Dept. MH, 1823 Washington Ave., 
St. Louis 3, Mo. (Key No. 363) 


tron 


BarcaLoafer Dolly 


The comfortable, reclining chair 
known as the BarcaLoafer can now be 
converted into a smoothly riding wheel 
chair through placing it on a special 
dolly developed for the purpose. Made 
of tubular steel mounted on ball-bearing 
wheels, the dolly makes the BarcaLoafer 
mobile while permitting full operation 
of the chair from a normal sitting posi 
tion to one of full reclining following the 
natural contours of the body. A brake 
attachment for the front wheels keeps 


the chair stationary when desired. Bar- 
calo Mfg. Co., Dept. MH, Buffalo 4, 
N. Y. (Key No. 364) 
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Operating Uniform 


Functionally designed operating room 
garments have been developed to pro- 
vide greater comfort and adjustability. 
The operating gown has a bias collar 
of four ply fabric which fits snugly and 
softly to the neck, the collar flattening 
out to a V at the center back which 
holds it firmly in place. The reenforced 
placket in the back covers a dart which 
permits the gown to lie flat across the 
front, eliminating bulkiness. Tie straps 
are strongly inset with full box pleats. 
The high set sleeves give a wide arm- 
hole providing free arm action. The 
extra long knitted wrist sections provide 
casier arm and hand movement and the 
garment is full cut without looseness. 

The scrub suit is a one piece unit 
combining comfort with practicability 
\djusting straps permit fitting it to all 
sizes through the crossed shoulder straps 
and belt loops. Full front opening with 
Girippit Closures makes it easy to get in 
and out of the suit. The skull cap with 
wide band and crown of same material 
or open mesh is provided with three 
Grippit Closures for adjustment to all 
head sizes. 

\ll garments are made of Dixie Pop 
Inn, a sturdy Sanforized fabric allowing 
maximum air circulation, the 
touch but with high tensile strength 
which will stand up under severe wear 
and continuous laundering. All three 
pieces are available in a soft shade of 
blue designed to reduce eye strain and 
developed by Reeves Brothers, Inc., tex 
tile manufacturers. 

All garments are 
stitched, reenforced at all points of 
strain and comfort. The 
three pieces come in medium and large 
sizes and are so designed as to be ad 
justable to all builds. The Blaine Co., 
Dept. MH, 321 Market St., Philadel- 
phia 6, Pa. (Key No, 365) 


soft to 


“sturdiseam” 


tailored for 


Unit Heater 


Modern cabinet design and variable 
lan speed adjustment are features of 
the new Webster-Nesbitt Series R Unit 
Heater. The new de luxe model is de 
signed for use where low noise levels 
are essential and it may be adjusted to 


higher speed for larger heating capacity. 
Consisting of copper tubing and alumi- 
num fins, the non-ferrous heating element 
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is of the hairpin circuit type with supply 
and return headers on one end and 
return bends at the opposite end. It is 
suitable for steam or forced hot water 
circulating systems. 

The new heater is available in four 
sizes and the standard motor is a resili- 
ent-mounted, constant speed type. The 
cabinet is of furniture steel finished in 
lizard brown featherweave or neutral 
gray prime with attractively designed 
louver type inlet and discharge grilles. 
The front is easily removed when neces 
sary and the units can be arranged for 
vertical, horizontal, wall or inverted 
mounting. Warren Webster & Co., 
Dept. MH, Camden, N. J. (Key No. 
366) 


Demountable Steamer Door 


Demountable steamer compartment 
doors, which can be quickly removed for 
easy cleaning, are now available for 
Steam-Chef Cookers. The new door is 


made of aluminum so that it is light in 
weight and sanitary. It will be standard 
equipment on all new Steam-Chef mod- 
els and is offered as a conversion feature 
on all previous models. The Cleveland 
Range Co., Dept. MH, 3333 Lakeside 
Ave., Cleveland 14, Ohio. (Key No. 
367) 


Automatic Coffee Brewing 


Push button automatic controls are 
now available on Cory coffee brewing 
equipment to assure consistent coffee 
quality. Known as the Cory Push-Button 
Automatic Coffee Brewing System, 
Model C500-A, the unit controls the 
measuring of the coffee for uniformity 
of strength; measurement of the water; 
temperature of the water to ensure 
proper brewing, and infusion time to 
prevent over-brewing of the coffee. The 
new unit ensures uniform results when 
the same quality of coffee is used and 
reduces personnel time for supervision. 
Cory Corp., Dept. MH, 221 N. La Salle 
St., Chicago 1. (Key No. 368) 


Electronic Stethoscope 


A new electronic pocket sized stetho 
scope has been developed which has re 
ceived the approval of the Council on 
Physical Medicine of the American Med- 
ical Association. Known as the Amed 
ico, the unit is small, light, powerful and 
self-contained, including the batteries, in 
a streamlined plastic case. Shorter than 
a fountain pen and no thicker than a 
small flashlight, the stethoscope takes 
up little space. 

The sensitive, powerful, high fidelity 
unit has true vacuum tube amplification 
and clarity. Three perfected and tested 
sub-miniature vacuum tubes provide 
more than ample amplification for heart 
and lung sounds. There is no change 
in binaurals or in listening technics and 
an easily adjusted tone control provides 
for amplifying selected frequencies as 
desired. American Medical Instrument 
& Supply Corp., Dept. MH, 5 N. Wa- 
bash Ave., Chicago 2. (Key No. 369) 


Non-Slip Floor Polish 


Safe-T-San is the name of a new non 
slip floor polish designed to reduce the 
slipperiness of any flooring material. 
Made of synthetic resins, the product 
contains no wax, yet dries to a bright 
finish. The product has proved to be a 
durable protection for floors, thus sim- 
plifying maintenance, while reducing the 
possibility of slipping. It is easily applied 
with a lamb’s wool mop, is self-leveling 
and dries in approximately 20 minutes. 
Safe-T-San is economical and gives floors 
an attractive finish. Huntington Lab- 
oratories, Inc., Dept. MH, Huntington, 
Ind. (Key No. 370) 


Fluorescent Sunlarmp 


The new fluorescent sunlamp has the 
appearance of a regular fluorescent lamp 
but has five times the ultraviolet output 
of the bulb-type sunlamp. Development 
of the light was made possible by the 
new suntan phosphor recently developed 
which is used to coat the inner wall of 
the tube. The lamp operates on the same 
circuits as a fluorescent lamp but should 
be mounted in specially designed fix- 
tures. Westinghouse Electric Corp., 
Dept. MH, Pittsburgh 30, Pa. (Key No. 
371) 
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Disposable Nursing Bottle 


The Shellie Disposa-Bottle is a new 
Made ot 


4 P : ; 
polyethylene, a pliable plastic substance 


departure in intant feeding. 


Shellies are sott, strong and completely 


sterile and are used once and discarded, 


thus eliminating the need for washing 
and Sterilizing DOLTIes. The new bottle 
is pr ictically unbreakable, ts economica 
and convenient. 

\ new kind of “natural action” nipple 


which cannot collapse is used with the 
bottle and allows the infant to nurse 
naturally as with breast teeding. Alu 


minum muner rings and plastic outer 
locking rings hold the nipple firmly in 
place when the bottle is filled. Shellies 
were invented by a nurse and are the 
result of years of experiment ind te sting. 
[hey are easy to assemble with the Shel 


, : ' 
ie Nursery Kit and sterile and leak 


proof when ready After tilling, 
they may | stored n tly until 
ready tor se and ; broug » body 
temperature in one min 1 hot 
water tap. 

The witles ce 


one sealed off from the next, and each 


me in a long roll, each 
is quickly cut off from the roll with 
scissors, filled with formula, fitted with 

, 
sterile nipples and stored until ready 
tor use \u 


bottle before use and the bottle pro 


squeezed out of the pli 
urface for the infant 

is it is emptied, 

thus eliminating back-pressure and air 
ngestion. Shellmar Products Corp., 
Dept. MH, Mt. Vernon, Ohio. (Key No. 


372) 


Locking Pushbutton 


es bedside calliny 


The new pe HLS Reset Lockin 


Pushbu 

tation w addi the complet 
ne nnon hospital signal equiy 
ment mproved design incorporates 
the mo 4] I mise tion features 


togetl \ ‘ ) g 


rommet to 
prevent wit Dreakage from continual 
ling 


The new unit 1s sma 


with a red translu 


ben 
light in weight 
ent | ush end, a shox k 
proof plastic front section and a polished 
metal end bell. It inimum of 
moving parts W ith chanism 
To summon a nul 

] 1 +} 


1 
1C asec 
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lights in the system remain lighted until 
the nurse resets the button. Type HLS is 
idapted to all button call systems now in 
general use and has a 5 contact plug end 
with 7 feet of flexible rubber cord. 
Cannon Electric Development Co., Dept. 
MH, 3209 Humboldt St., Los Angeles 
31, Calif. (Key No. 373) 


Conrad Prints 


Specitically and scientifically designed 
tor hospital use to be of help and in 
terest to the patient, Conrad Prints are 


a set of tour landscapes reproduced in 


full, rich color trom watercolors by Mary 
ind Arthur Coftrad. The result of tour 
years of study by the artists of the hos 
pital picture problem, the prints are de 
signed to meet the needs of the patient, 
the requirements of the hospital an 
high art standards 

Colors in the prints will harmonize 
with a wide 
schemes, the pictures are designed and 


Variety ol decorative 


scaled to Dé 


seen best from across a 


room and the semigloss lacquered finish 
without glass, permits the picture to be 


wed without o uring light refles 


tions. The pictur are washable and 
bl are coated tront and back and 

on the edges with a washable lacquer, 
mounted on hardboard of wood 

so they are lightweight and easily 

and are moderately priced. They 

iy be used in nurses’ homes, waiting 
rooms, hallways and other | 


locations as 
well as in patients’ rooms. Arthur Con- 


rad, Dept. MH, 4223 Four Mile Run 
Drive, Arlington, Va. (Key No. 374) 


Gas Burners 


The new Lientz series ‘SP’ Gas Burner 
is now available in five sizes providing 
million BTU’s 
for steam and hot water supply boilers, 


hot air furnaces and special heat appli 


1 range from 150,000 to 2 


ations. The use of stainless steel in the 

mixing plate eliminates warping and 

racking and multiple-oritice burner tips 

stainless steel break the gas into a 

iy and permit intimate contact 

with the air necessary for combustion. 

B. P. Lientz & Co., Dept. MH, Kansas 
City 13, Mo. (Key No. 375) 


Poro-Cel Hospital Sheeting 


Poro-Cel Hospital Sheeting is de 
scribed by the manufacturer as a com 
pletely waterproot tabric which has mil 
lions of microscopic pores which allow 
moisture vapor to pass through but not 
liquid. Thus it provides tull mattress 
protection but remains drier, cooler and 
more comfortable tor the patient, thus 
reducing the possibility of skin irrita 
tions, 

The new sheeting can be laundered 
like wool, hung to dry and run through 
a mangle. When thoroughly dry it can 
be folded tor storage. It resists fire, with 
stands the action of commonly used oils 
and antiseptics and is sanitary since it 
can be laundered by ordinary methods 
Minnesota Mining & Mfg. Co., Dept. 
MH, 900 Fauquier Ave., St. Paul 6, 
Minn. (Key No. 376) 


Garbage Container 


Sanicon is container which com 
pletely encloses refuse cans and keeps 
them fumigated with a special chemi 
cal compound built into a receptacle in 
The hinged lid 


annot be lost or broken and it will re 


, 
the bottom ot the unit. 


main open when raised all the way, thus 
illowing the use of both hands tor dis 
posing ot retuse. Metal aprons beneath 
the top doors tunnel the garbage into 
the inside cans without spilling, the lid 
is closed and the garbage ts kept tree 
from vermin, flies, rodents and other 
pests and gives off no odor. 

Constructed ot aluminum alloy, Sani 
con is rustproof and can be used either 
indoors or outdoors. It is mounted on 
3 inch rubber-tired ball-bearing casters 


} 


ind thus is easy to move to the site of 


garbage pick-up or disposal. Sanicon 
The deodorant, 


containing 5 per cent DDT, is harm 


cannot be overturned. 


less to humans and needs replacing only 
it 6 month intervals for maximum et 


| ] 
ectiveness, Sanicon 1s aval able in dou 


le size, holding cans up to t) vallons 


capacity each. and in single size. The 
Sanicon Co., Dept. MH, Western Union 
Bldg., Norfolk, Va. (Key No. 377) 
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Heavy Duty Line of Ranges 


A complete new line of heavy duty 
ranges and attachments is being an 
nounced by Detroit-Michigan Stove 
Improvements in the line 
include the new Flo-Line design, larger 


Company. 


Even-Temp oven, loop style oven bur- 
ner, new systems of flue ventilation, new 
Dura-Bilt heat new type 
Under-Lock high shelf brackets and new 
Co-Designed attachments. 

he ranges been 
pletely redesigned from base to high 


oven control, 


line of has com 
shelf to provide new efficiency, conven 
economy attractive appear 
Known as the 45-29 the 
new line includes ranges with all hot 
top, open top and fry top, all with or 
without Attachments are 
redesigned and provide important new 
features. Detroit-Michigan Stove Co., 
Dept. MH, 6950 E. Jefferson Ave., De- 
troit 31, Mich. (Key No, 378) 


ience, and 


ance, series, 


ovens. also 


E & J Commode Chair 


The new E & J Commede Chair is a 
lightweight, folding device which folds 
flat and can be kept in a small space 
when not in use and which provides a 
strong, comfortable seat when in use by 


the patient, 


The chair is chrome plated and has 
four swivel casters, permitting it to be 
easily placed with the patient in position, 
\ single detachable arm permits seating 
the trom the 
iutached on either side as needed. 


patient either side, arm 
An 
extra arm is available if desired for ad 
ditional Other 


footboards 


support. accessories 1n 
and 


footrest and telescopic handles. The seat 


clude universal strap 
is in one piece, 16 inches square and 18 
inches from the floor. Everest & Jen- 
nings, Dept. MH, 7748 Santa Monica 
Blvd., Los Angeles 46, Calif. (Key No. 


379) 


Floor Maintenance Machine 


eh) 
lg 


The new improved American DeLuxe 
Floor Maintenance Machine has the 
new “Safety Grip” handle and is avail 
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able in 13, 15 and 17 inch brush spread. 
Attractively designed, the new machine 
has highly polished aluminum castings 
throughout and can be used with a wide 
brushes and attachments. 
The machine is designed and powered 
to handle discing, sanding, polishing, 
buffing and steel wooling. 

The new “Safety Grip” handle can be 
easily controlled with either hand or 
both hands. Each handle incorporates 
a switch for positive off-on action when 


selection of 


gripped, which provides a greater de 
gree of safety. Other improvements in 
clude new water resisting composition 
fiber wheels and a bumper designed to 
protect furniture. American Floor Sur- 
facing Machine Co., Dept. MH, Toledo 
4, Ohio. (Key No. 380) 


UniTrane Air Conditioner 


The Type MC UniTrane Multi-Room 
\ir Conditioning System has been de 
veloped for hospitals and other institu 
tions with many small rooms to be au 
conditioned. Similar in appearance to 
earlier room conditioners, the UniTrane 
operates from a simple piping system 
that delivers chilled water for the cooling 
season and hot water for the heating 
season, 

This two-circuit unit has the original 
circuit for warming, cooling, filtering 
and circulating the room air, and in ad 
dition it has an independent 
which introduces ventilation air, 


circuit 
warms 
filters it and regulates its 
moisture content betore blending it with 


or cools it, 


the room air circuit for room distribu 
tion. This single unit, compact, attrac 
tive and space saving, is installed in each 
room together with its own thermostat 
lor temperature control, its own mois 
ture control and its own ventilation sys 
tem. There are no ducts or complicated 
parts, the fans and motors require only 
infrequent attention, and it is simple to 
The streamlined and 
attractive in appearance and occupies a 
minimum of space while doing its job 
efficiently and simply. The Trane Co., 
Dept. MH, La Crosse, Wis. (Key No. 
381) 


operate. unit is 


Obstetrical Table 


The new Shampaine Hampton Table 
is an obstetrical table with head-end con 
trols and one piece top with disappear 
ing leg sections. All important 
ments can be regulated by the anesthetist 
without leaving normal seated position. 
The table is easily converted trom labor 
to delivery position and the table top 
adjusts from horizontal to Trendelen 
burg or Fowler positions. 

The table can be raised or lowered 
from 32 to 43 inches in height by a 
single-piston hydraulic elevating pump 
operated by a single pedal. There is 
ample foot room because of the design 
of the base which is of sufficient weight 
at all times. A 
pedal raises the base to permit moving 
the table on double-wheel heavy-duty 
swivel casters, when desired. The table 
top can be released for horizontal rota 
tron when desired. Shampaine Company, 
Dept. MH, 1920 S. Jefferson Ave., St. 
Louis 4, Mo. (Key No. 382) 


adjust 


to assure stability toot 


4 Burner Coffee-Vac 


A new four burner Coffee-Vac for 
making coffee and keeping it hot until 
now available in a 
tached plug-in style which requires no 
special electrical connections. Two high 
low burners in the upper tier provide 


served is cord at 


for making coffee as well as keeping it 
hot and two low heat burners on the 
lower tier keep coffee hot. Individual 
switch controls are provided for all heats 
and the attractive, compact unit is fin 
ished in satin chrome. National Stamping 
& Electric Works, Dept. MH, 3212 W. 
Lake St., Chicago 24. (Key No. 383) 


Paint Amplifier 


Paintmor is a new product designed 
to be added to paint to increase the 
quantity without affecting the quality 
of the original product. When mixed 
with Paintmor the paint is said to be 
easier to apply by brush or spray, to have 
better consistency and to become a more 
homogeneous mixture. It may be used 
with paint of any color and is available 
in | and 5 gallon cans and in 55 gallon 
drums. Paintmor, Inc., Dept. MH, P.O. 
Box 314, West Orange, N. J. (Key No. 
384) 
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Pipette Shaker 


The new streamliner pipette shaker is 
available in two models, 4 unit and 8 
unit. Its improved design adds to uni 
formity of results while giving the unit 
an attractive, streamlined appearance. 
Agitation can be varied from gentle to 
vigorous by turning the adjustable speed 
knob and the special rubber holder ac 
commodates either all red, all white or 
any combination or assortment of red 
and white blood pipettes. The shaker is 
virtually friction free, has no motor or 
moving parts, requires no lubrication 
and is sturdily constructed for long wear. 
Precision Scientific Co., Dept. MH, 3737 
Cortland St., Chicago 47. (Key No. 
385) 


“Up-Right” Scaffolds 


“Up-Right” Scaffolds of aluminum 
alloy are designed to do the entire job 
of building maintenance work easily, 
safely and at savings in time and cost. 
Scaffolds are available in multiple sec 
tion units for any height desired. A 
7 foot, single section unit can be erected 
in 7 minutes while a 45 foot, multiple 
unit takes only 15 minutes to erect. Once 
erected the unit can be rolled along the 
ground or floor to any desired position. 
Instantly adjustable legs provide stabil 
ity and desired working level. 

A safety tread stairway permits the 
user to mount the scaffold entirely with 
in the structure. When not being used, 
the sections fold flat with a simple lock- 
in feature which requires no wrenches, 
wing nuts or bolts. The light weight 
of the unit adds to the ease of handling. 
“Up-Right” Scaffolds, Dept. MH, 1015 
Pardee St., Berkeley, Calif. (Key No. 
386) 


Corrugated-Sponge Matting 


A new type of floor matting has been 
introduced which combines long wear- 
ing qualities with exceptional resiliency. 
A % inch corrugated rubber matting 
black solid top surface is applied to a 
3/16 inch sponge rubber base to form 
the new Corrugated-Sponge rubber mat- 
ting. It is designed for use in hospital 
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corridors, laboratories, back of registra 
tion desks and in other places where 
personnel must stand since the com- 
bination matting provides comfort and 
silence while helping to reduce fatigue. 
It is provided in 36 inch widths in 
lengths up to 25 yards. American Mat 
Corporation, Dept. MH, 1719 Adams 
St., Toledo 1, Ohio. (Key No. 387) 


“Complete Bassinet” 


The “Complete Bassinet” has been 
developed to provide individual care for 
well as well as sick babies, without the 
necessity of cubicle arrangement in the 
nursery. The unit has an adjustable 
metal basket of standard size which is 
shielded on three sides by a 20 inch high 
transparent plastic Lucite screen 4% inch 
thick. Storage compartments to hold the 
needed supplies for the infant are open 
it the front and have a 2 inch opening 
at the rear at shelf level for ease of 
cleaning. The units are thoroughly ven 


tilated and easy to keep in sanitary con- 
dition. 

A removable, 
tray, which can be pulled out like a 
drawer when needed, is provided for 
holding oil, alcohol, applicators and sim- 
ilar supplies. Mounted on ball-bearing 
wheels, the unit is completely mobile and 
thus can be wheeled to the mother’s 
room where the rooming-in technic is 
practiced. The “Complete Bassinet” is 33 
inches long, 16 inches wide and 48 inches 
high. Hospital Supply & Watters Lab- 
oratories, Inc., Dept. MH, 155 E. 23rd 
St.. New York 10. (Key No. 388) 


sterilizable, stainless steel 


Portable Rechargeable Hand Lamp 


The new No. 312 portable electric 
hand lamp has a built-in charger by 
means of which the battery can be re 
charged by merely plugging one end of 
the cord into an ordinary lighting cir 
cuit. Thus the light is always ready for 
emergency. It has a 4 volt lamp, spe 


cific yravity indicators to warn when 


the battery needs recharging and a spill 
proot battery casing. The lamp throws 
a powerful 2000 foot beam of light. U-C 
Lite Mfg. Co., Dept. MH, 1050 W. 
Hubbard St., Chicago 22. (Key No. 
389) 


Frigidaire “Meter-Miser” 


A model of the “Meter-Miser” for 
commercial and institutional refrigera 
tion has been developed by Frigidaire. 
This new lightweight, rotary refrigera 
tion mechanism is contained in a small 
compact package weighing little more 
than 85 pounds. The improved design 
and engineering have simplified the 
mechanism so that the compressor has 
only two simple parts that move. The 
refrigerant condenser is mounted on a 
liquid refrigerant receiver and a small 
horizontal electric fan cools the unit. 
Che mechanism is sealed and self oiling. 

Three models of the new unit are 
available to provide for varying capaci 
ues. The new unit is adaptable to a 
wide variety of installations requiring 
remote type refrigerating mechanism. It 
can be installed in corners, under count 
ers or can be suspended from the ceiling. 
Frigidaire Div., General Motors Corp., 
Dept. MH, Dayton 1, Ohio. (Key No. 
390) 


“Big X” Dust Mop 


The new “Big X” Dust Mop is an 
efhicient, sturdy maintenance tool for the 
rapid dusting of floors in rooms, corri 
dors and other areas. The specially se 
lected yarn, which picks up and holds 
dust particles on slightest contact, as 
sures good results. 

The handle is firmly set in a hard 
wood block on which is fastened the 
one-piece, heavy, Sanforized duck cover 
ing. The white cotton twine yarn for 
dusting is securely sewed to the duck 
by a new double lock stitch method de 
signed to prevent yarn from pulling out. 
Ihe mop can be easily removed from the 
block for washing and is so constructed 
as not to scratch or mar floors or furni 
ture. The mop is available in sizes from 
12 to 60 inches and is built for long, 


efficient service. American Standard 
Mfg. Co., Dept. MH, 2505 S. Green St., 
Chicago 8. Key No. 391) 


The MODERN HOSPITAL 


Address manufacturers for further information and prices—or use Readers’ Service blank on page 220 





Pharmaceuticals 


Testosterone 


Testosterone, the androgenic com- 
pound used in the treatment of hypo- 
gonadism and other androgen-deficient 
states as well as in a number of female 
disorders, is available as Testosterone 
propionate in oil solution in 10 cc. Steri- 
Vials in 2 strengths containing 25 mg. 
per cc. and 50 mg. per cc., and as Methyl- 
testosterone for oral administration in 
doses of 30 to 60 mg. daily. Parke, Davis 
& Co., Dept. MH, Detroit 32, Mich. 
(Key No. 392) 


Bacitracin 


Bacitracin is a new antibiotic of par- 
ticular value for local application. It has 
a range of activity similar to penicillin 
but its effectiveness increases in direct 
proportion to its concentration and some 
organisms which develop a resistance to 
penicillin appear to remain sensitive to 
bacitracin. It may be combined with 
penicillin, streptomycin or sulfonamide 
therapy. 

The product has proved satisfactory 
for local use and is available as Bacitra- 
cin-topical, a sterile powder for prepara 
tion of solutions for wet dressings, irri- 
gations and local instillations; Baciguent, 
an ointment containing 500 units per 
Gm., and Baciguent-Ophthalmic, an 
ophthalmic ointment containing 500 
units per Gm. The Upjohn Company, 
Dept. MH, Kalamazoo 99, Mich. (Key 
No. 393) 


Pazillin 


Pazillin is the name of the new Sharp 
& Dohme penicillin product providing 
double the duration of action for a single 
injection because of slow absorption. 
Each dose contains 300,000 units of 
penicillin suspended in oil and gelled by 
the addition of aluminum stearate. The 
product is indicated in the treatment of 
all infections in which penicillin is used 
and particularly in those infections re- 
quiring prolonged penicillin blood lev- 
els. Sharp & Dohme, Inc., Dept. MH, 
Philadelphia 1, Pa. (Key No. 394) 


Pacodein “Rorer” 


Pacodein “Rorer” is a new preparation 
reported to be of value in alleviating the 
discomfort attending the common cold. 
Containing codeine sulfate and papav 
erine hydrochloride, the product is sup 
plied in bottles of 100 and 500. A Fed 
eral Narcotic order is required. William 
H. Rorer, Inc., Dept. MH, 901 Drexel 
Bldg., Philadelphia 6, Pa. (Key No. 
395) 
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Product Literature 


e A brochure on “Fibretone, the ‘quiet’ 
ceiling with one hundred thousand noise 
traps” has been issued by Johns-Manville, 
22 E. 40th St., New York 16. Points 
covered in the brochure include how 
Fibretone quiets noise economically, 
where it may be used to advantage, pat- 
tern or design possibilities, erection 
details and specifications on Fibretone. 
(Key No. 396) 


e Detailed information on “Prostigmin 
‘Roche’” is given in an_ attractively 
printed, carefully prepared booklet on 
this product issued by Hoffmann- 
La Roche Inc., Nutley 10, N. J. Thera- 
peutic accomplishments of Prostigmin 
as well as experimental indications are 
discussed and a full bibliography is in- 
cluded. (Key No. 397) 


e An attractively laid out and printed 
booklet on “Prenatal Care With Sug- 
gestions for the Reception and Care of 
the Baby” is offered by Carnation Com- 
pany, Wis. In addition 
to the section on prenatal care, the 
booklet gives helpful information for 
the mother after the baby’s arrival. It 
is available for distribution in prenatal 
clinics and to new mothers. (Key No. 
398) 


Oconomowoc, 


e “Everything in Radio and Electronics” 
is the title of the new 1949, 180 page 
catalog issued by Allied Radio Corp., 833 
W. Jackson Blvd., Chicago 7. All equip- 
ment is presented in organized sections 
with items indexed for easy reference. 
(Key No. 399) 


e The new catalog of plumbing equip- 
ment issued by the Kohler Company, 
Kohler, Wis., is a reference book of 
value to administrators, architects and 
building-equipment committees. Com- 
memorating the 75th anniversary of the 
Kohler Co., the 144 page catalog is 
fully illustrated with complete, concise 
descriptive information covering plumb- 
ing equipment for bathrooms, wash- 
and kitchens as well as details 
of drinking fountains, urinals and other 
fixtures. Floor plans and_ illustrations 
of matched sets are offered as sugges- 
tions for architects and administrators. 


(Key No. 400) 


rooms 


e The new 40 page catalog of “Good- 
form Aluminum Chairs” is, as it states, 
“a portfolio for the institutional buyer.” 
The attractively designed and printed 
catalog, issued by the General Fireproof- 
ing Company, Youngstown, Ohio, gives 
information on the company, the prod- 
uct and the users of the product. Photo- 
graphs of Goodform Aluminum Chairs 
of various design are shown in color 
with additional photographs of installa- 
Key No. 401) 


tions 


e The recommended _ step-by-step 
technic for administration of intraven- 
ous solutions is shown in a new film- 
strip, “1,000 cc. 5 per cent Dextrose 
i.v.,” released by Cutter Laboratories, 
Berkeley 1, Calif. The 35 mm. black 
and white filmstrip comes complete 
with detailed captions and can be 
stopped at any point to permit discus 
sion. Manufacturing processes used to 
produce sterile, pyrogen-free solutions 
are shown in the second half of the 
film which runs for 15 minutes. (Key 
No, 402) 


e “Prosperity Laundry Equipment for 
Hospital and Institutional Laundries” 
is the title of a leaflet issued by The 
Prosperity Company, Inc., Syracuse 1, 
N. Y. The 12 page leaflet gives descrip- 
tive information on automatic washers, 
Formatrol cycle timers, centrifugal ex 
tractors, nurses’ uniform finishing unit 
and other equipment of particular in 
terest for the hospital laundry together 
with suggested layouts for this depart- 
ment. (Key No. 403) 


e Edward Weck & Co., Inc., 135 John- 
son St., Brooklyn 1, N.Y., has issued a 
catalog and price list on “Nasal Surgery 
and Plastic Suture Sets.” The instru 
ments described and illustrated in the 
8 page booklet are those used in the 
Plastic Surgery Service of the Manhattan 
Eye, Ear and Throat hospital. (Key No. 
404) 


e The result of many years of study, 
investigation and findings on “Tera- 
mine, an Effective Disinfectant Germi- 
cide and Sanitizer” is presented in a 
booklet issued by West Disinfecting 
Co., 42-16 West St., Long Island City 
1, N. Y. The 16 page book is divided 
into three parts presenting the proper- 
ties and general nature of Teramine, 
specific methods of application and tech 
nical data and _ scientific information. 


(Key No. 405) 


e Illustrations showing each step to be 
taken in the proper care of various types 
of floors and supplemented with written 
explanations are features of a new book- 
let, “How to Care for Your Floors,” 
issued by S. C. Johnson & Son, Inc., 
Racine, Wis. The 20 page guide covers 
care of rubber, asphalt tile, wood, cork, 
linoleum, concrete and terrazzo floors. 
Practical hints for cutting maintenance 
costs, suggestions for a daily maintenance 
plan and complete catalog information 
on Johnson products are also included 
in the booklet. (Key No. 406) 


e Catalog 900 issued by Sarco Company, 
Inc., Empire State Bldg., New York 1, 
gives detailed information on the new 
steam and water mixer developed by 
this company to provide hot water at 
isolated points. ((Key No. 407) 
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e “The Treatment of Tuberculosis 
with Streptomycin” is the title of a book- 
let issued by Merck & Co., Inc., Rahway, 
N.J. Case histories are given with x-ray 
and kodachrome prints as illustrations. 
A bibliography is included. (Key No. 
409) 


e A new catalog has been issued by 
S. Blickman, Inc., Weehawken, N. J., 
covering “Value Line Stainless Steel 
Sinks.” Fully illustrated, the new cata 
log contains complete specifications on 
the 16 variations of these heavy-duty 
fully welded sinks with round corner 
construction, seamless surfaces and lever 
handle waste outlet which has an ex 
ternally operated handle for opening and 
shutting the valve. The line includes 
1, 2 and 3 compartment sinks, all avail 
2 drainboards on right 
without drainboards. 


e “How to Choose the Right Heating 
Equipment” is the title of a helpful 
booklet prepared by the Anthracite In 
stitute, 101 Park Ave., New York 17. 
Up-to-date information on hard coal 
burning equipment and its uses is pre 


sented. (Key No. 410) 


able with 1 or 
or lett or both or 


(Key No. 408) 


TO HELP YOU get information quickly on new products we have pro- 
vided this convenient Readers’ Service Form. Check the numbers of 
interest to you and mail the coupon to the address given below. If you 
wish other product information just list the items and we shall make 
every effort to supply it. 








I should 


Bessie Covert, 
Editor, “What's New for Hospitals’ 


[] 35! Cubicle Screening Equipment 
[} 352 Adhesive Dispenser 
353 1949 Cadillac Motor 
] 354 Surgical Green Gloves 
] 355 Letheray Units 
] 356 Septisol Surgical Soap 
357 Babybeauty Crib Mattress 
] 358 Hi-Lo Bed 
} 359 Light Directing Glass Blocks 
360 Airtowel 
] 361 Yale Heavy Duty Locks 
] 362 Paint Remover 
] 363 Fire-Resistant Finish 
[] 364 BarcaLloafer Dolly 
] 365 Operating Uniform 
] 366 Unit Heater 
367 Demountable Steamer Door 
] 368 Automatic Coffee Brewing 
] 369 Electric Stethoscope 
370 Non-Slip Floor Polish 
371 Fluorescent Sunlamp 
372 Disposa-Bottle 
] 373 Locking Pushbutton 
374 Conrad Prints 
375 Gas Burner 
276 Poro-Cel Hospital Sheeting 
377 Sanicon Garbage Container 
378 Heavy Duty Ranges 
} 379 E & J Commode Chair 
380 Floor Maintenance Machine 
} 381 UniTrene Air Conditioner 
382 Obstetrical Table 


NAME 


HOSPITAI 


STREET 


cITy 


Ceffee-Vac 

Paint Amplifier 
Streamliner Pipette Shaker 
“Up-Right" Scaffolds 
“Corrugated-Sponge"’ 
“Complete Bassinet 
Rechargeable Lamp 
Frigidaire ‘‘Meter-Miser 

"Big X" Dust Mop 
Testosterone 

Bacitracin 

Pazillin 

Pacodein 

"Fibretone 

"Prostigmin Roche 

Prenatal Care 

Plumbing Catalog 

"“Goodform Aluminum Chairs 
Filmstrip, “Dextrose i.v 
"Prosperity Laundry Equipment 
“Nasal Surgery Sets 
"Teramine™ 

“How to Care for Your Floors” 
Catalog 900 

"Stainless Steel Sinks 
“Treatment of Tuberculosis 
"Right Heating Equipment’ 
"Scanlan-Morris Lights’ 
“Guide for Bathing Baby 
"Principles of Penicillin 

Books 

Books 


Matting 


also like to have information on the following products 


STATE 


MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, Ill. 


e The new 28 page catalog issued by 
The Ohio Chemical & Mfg. Co., 1400 
E. Washington St., Madison 10, Wis., 
gives full information on “Scanlan-Mor- 
ris Operay Surgical Lights.” Explosion 
proof and standard model Operay 
Multibeam lights are included in the 
extensive line described in the booklet 
which contains full page installation 
diagrams and photographs of actual in 
stallations. (Key No. 411) 

e A revised edition of “A helpful guide 
for Bathing Baby and Care of Baby’s 
Skin” has been made available by The 
Mennen Co., Newark 4, N. J. The 
folder gives detailed instructions for 
properly cleansing the baby and has a 
photo guide for handling and bathing 
the baby which would make it helpful 
to new mothers leaving the hospital. 


(Key No. 412) 


e “The Principles of Penicillin ‘Ther- 
apy and Their Practical Application” is 
the title of an attractively printed, infor- 
mative 32 page booklet issued by C.S.C. 
Pharmaceuticals, a division of Commer 
cial Solvents Corp., 17 E. 42nd St. 
New York 17. The booklet is designed 
“to present, in addition to the general 
principles of penicillin therapy, the ac 
cumulated experience with penicillin in 
the management of the many condi 
tions in which this antibiotic appears 


indicated.” (Key No. 413) 


Book Announcements 


Lea & Febiger, Washington Square, 
Philadelphia 6, Pa. Buchanan, “Fun 
tional Neuro-Anatomy,” 242 pp., $6.50. 
“Gray's Anatomy of the Human Body,” 
Sth ed., revised by Charles Mayo Goss, 
M.D., 1478 pp., $14. Herbut, “Surgical 
Pathology,” 710 pp., $12. Joslin, “Dia 
betic Manual,” 8th ed., 260 pp., $2.50. 
Noyes, “Oral Histology and Embryolo 
ry, With Directions,” 6th 
ed., revised by Schour and Noyes, 443 
pp., $7.50. Spaeth, “Principles and Prac 
tice of Ophthalmic Surgery,” 4th ed.. 
(Key No. 414) 


Laboratory 


1044 pp., $15 
The Williams & Wilkins Co., Mt. Royal 
& Guilford Aves., Baltimore 2, Md. Al 
bright and Reifenstein, “Parathyroid 
Glands and Metabolic Bone Disease, 410 
pp., $8. Key No. 415) 


Suppliers’ Plant News 


B. H. Lawson Associates, Inc., Fund 
Raising Counsel, announces removal of 
its offices from 200 Sunrise Highway to 
307 Sunrise Highway, Rockville Centre, 
N. Y. (Key No. 416) 


Turk Products Corp., manufacturer of 
metal furniture, announces removal of 
its offices from 55 W. 42nd St. to 67 W. 
44th St., New York 18. (Key No. 417) 


Printed in U.S.A 








FINE INSTRUMENTS 


TO SUSTAIN THE SURGEONS’ 
SWIRLED HANDS € ' 


y : 


at 


» 








Back of the highly developed skill of the surgeon are the 





skillfully-made instruments by Sklar. Through continued 
S collaboration with leading surgeons, new instruments .. . new 
. — ° . . rl . 
—<—s designs and engineering ... new improvements are perfected 
¥ & & g } 
\ to meet the needs of advancing surgical techniques. 


Sklar has developed the proper alloys of American-made 
<®) stainless steel for making the finest of surgical instruments. 
Today, Sklar manufactures the greatest variety of stainless 
steel instruments ever made by a single manufacturer. 
The Blalock Clamp ? e 


used in the 
Blalock Operation 
for Pulmonic Stenosis 


Americar 
LONG ISLAND CITY, N.Y. 


This Signature 


Genuine 


SKLAR PRODUCTS ARE AVAILABLE THROUGH ACCREDITED SURGICAL SUPPLY DISTRIBUTORS 





ANOTHER REASON WHY MORE SLOAN FLUSH VALVES ARE SOLD THAN ALL OTHER MAKES COMBINED 


| 
81.3% of all Office Building Managers” 


prefer SLOAN : 
| 

...-of these, 78.7% prefer SLOAN 
| 





exclusively 


SLOAN VALVE COMPANY + CHICAGO « ILLINOIS 





